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Robert Kidd 

Assistant District Attorney, Bristol County 
Dear ADA Kidd, 

Enclosed is the information you requested in regards to Commonwealth vs. jj ic j ut | e( j 

are copies of the following: 

1. Curriculum Vitae for Annie Dookhan and Kate Corbett. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerely 





umie Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 


Folk OIG_PRR_021294 








Curriculum Vitae 


Annie Klimt (Dookhmi) 

Education; 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry 
University of Massachusetts, Boston, Ma, Bachelor of Science 
Major: Biochemistry 
Minor: Economics 

Experience; 

2003 - present 

Chemist L IE Massachusetts Department of Public Health, Drug Analysis Laboratory 
♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic drug laws. 
♦Writing of the Standard Operating Procedures (SOPs) and Protocols. 

♦Responsible for the Quality Control and Quality Assurance of analytical instruments, reagents and 
controls/standards, 

♦Maintenance and repairs of analytical instruments* 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the purpose of drug 
analysis. 

♦Qualified as an expert witness in Massachusetts Courts and U.3. District Court. 

♦Completed six-week training course conducted by senior staff within the Department of Public Health, Drug 
Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health. 

♦Notary Public. 

2001 - 2003 

QC Analyst L II , UMMS-Massachiisetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MBL Quality Control and Quality 
Assurance Department for the Food and Drug Administration. 

♦Method Development for creating new techniques for the QC Dept, and FDA. 

♦Writing, revising and reviewing the Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

* Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC analysis for product 
and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instnimentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Courses; 

Department of Justice-Forensics Professionals 
Introduction to Forensic Drug Chemistry 
Chemical Spot Test and Mechanism for Illicit Dings 
Forensic Mass Spectrometry 
Forensic Science 101: An Introduction 
Fundamentals of Forensic Questioned Documents 

Additional Trainings: 

Good Laboratory Practice/Good Manufacturing Practice (GLP/GMP) training with Massachusetts Biologic 
Laboratory. 

Quality Conti ol/Quality Assurance (QC/QA) training according to FDA Codes and Regulations. 

Gas Chromatography (GC) and Gas Chromatography/Mass Spectrometry (GC/MS) trainings with Agilent 
Technologies and Restek. 

High Power Liquid Chromatography (HPLC)and HPLC/MS/MS trainings with Waters Cooperation. 

Fourier Transform Infrared Spectroscopy (FTIR) training with Spectros and Speefum One. 

Ultraviolet-Visible Spectroscopy (UV-Vis) training with Agilent Technologies and Beckman. 

Total Organic Carbon Analyzer (TOC) training with MBL and Sievers. 

Associations: 

American Chemical Society ( ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Perspectives in Expert Testimony 
Evidence Analysis 
Ethics in Forensic Science 
Transition to Leadership 
Fundamentals of Forensic Toxicology 




Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UV/VIS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8:00 - 11:00 
2:00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: New Bedford 


Police Reference No.: 


Name and Rank of Submitting Officer: Pet Kelly A Almeida 


Defendanf(s) Name (last, first, initial): 



92-Tabs(10-3672-PR) 


83-Tabs(10-3671-PR) 


S7f) 3-Tabs (1 0-3668-PR) 

sfSu 1 2 . - 2 - -/ o 


(JP A 0<>‘3<p6£-<?0 

Received by: _ 


S) - 35 , 


Date: / A ~/O 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: Hew Bedford 
Name and Rank of Submitting Officer: 
Defendants) Name (last, first, initial): 



_Police Reference No.: 

Pet Kelly A Almeida _, 



To be completed by Lab Personnel 
Gross Weight Lab Number 


To be completed by Submitter 

Description of Items Submitted 


2-Vials Liquid (10-3667-PR) 

A) 1-Vial of Liquid (10-3863-PR) 

B) 1-Vial of Liquid (10-3864-PR) 

C) 1-Vial of Liquid (10-386§-PR) 

- : - 

D) 1-Vial of L iquid (10-3866-PR) 

E) 1-Vial of Liquid (10-3867-PR) 

F) 1-Vial of Liquid (10-3868-PR) 

G) 1-Vial of Liquid (10-3869-PR) 


Received by: 




Folk OIG PRR 021298 















PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00 -12:00 
1:00-3:00 


City or Department: New Bedford 


Police Reference No.: 



Name and Rank of Submitting Officer: dpi- Kpily a aimping 


Defendant(s) Name (last, first, initial): 



Description of Items Submitted Gross Weight Lab Number 


2-Tabs (1 0-3663-PR) 




Received by: 



Date: [Z ~JQ 




















City: New Bedford Police Dept. 
Officer: Detective KELLY ALMEIDA 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 12/02/2010 
Gross Wt.: 12.78 



Date Analyzed: o2"'S-vi 


Subst: VM 

No. Analyzed: 

Net Weight: 


# Tests: 3^^ 

OOr/Vcx® O^CtCA^Ci 


Prelim: 


Findings: 
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City: New Bedford 
Officer: Detective KELL 
Def: 

Amount: 29.0 

No. Cont: 1 Cont 

DateRec’d: 12/02/2010 
Gross Wt.: 14.29 
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City: New Bedford 
Officer: Detective KELL'i 
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Amount: 20.0 

No. Cont: 1 C 

DateRec'd: 12/02/2010 
Gross Wt.: 8.82 


Prelim: 
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No. 

City: New Bedford 
Officer: Detective KELLY 
Def: 

Amount: 100.0 
No. Cont: 1 Cont: 

Date Rec'd: 12/02/2010 


Gross Wt, 


29.98 


PrAlinv 


T 











































DateRec'd: 12/02/2010 
Gross Wt.; 4.30 


Prelim: Oxevcoddor? 


Findings: 


No. Analyzed: 
Net Weight: 

# Tests' ' 




YSIS FORM 



SAMPLE# _ AGENCY rQ , ANALYST v,±>9 

No. of samples tested: \ Evidence WL _ 
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Drug Information 


DRUG NAME: SUBOXONE TABLET 

INGREDIENTS: BUPRENORPHiNE - 8 MG 
NALOXONE -- 2 MG 


Color: orange 

Shape: Six-sided 

Imprint: N8 Sword Logo 

Form: Sublingual Tablet 

Available-Container-Size: Bottle of 30 

AAPCC Code: 200625 - 
Buprenorphine 


NDC: 12496-1306-02 

Regulatory Status: Schedule III 

Availability: United States 

Product ID 6370996 

Contact: Reckitt Benckiser 
Pharmaceuticals 



Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis,.. 1/19/2012 
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DRUG POWDER ANALYSIS FORM 


SAMPLE M 

No. of samples tested: 


AGENCY ino^^Q cV^o 0 • ANALYST XOO 

Evidence Wt 


PHYSICAL DESCRIPTION: 







Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: S' - ~) M 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 
Gold 

Chloride_ 

_ 

OTHER TESTS 

POC/-> fry fC-vC CV 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS o/A(.ucLo\^ RESULTS— QJ0=£ - 

DATE MS 

OPERATOR \c cvc 

DATE 


Revised 7/2005 


Folk OIG PRR 021308 
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Drug Information 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE -80 MG 


Color: Green 
Shape: Circle 

Imprint: OC The tablet is imprinted 
with OC on one side and 80 on the 
other side., 80 

Form: Oral Tablet, Extended Release 

Available-Container-Size: Strip of 
25 , Bottle of 100 , Box of 20 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0107-25 
59011-0107-10 
59011-0107-20 

Excipients: Povidone; Sodium 
Hydroxide ; Sorbic Acid ; Stearyl 
Alcohol; Talc ; Titanium 
Dioxide ; Triacetin ; FD&C Blue No. 

2 ; Hydroxypropyl Cellulose ; Ferric Oxide, 

Yellow; Ammonio Methacrylate 

Copolymer; Hypromellose ; Lactose ; Magnesium 

Stearate ; PEG-400 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 5718858 

Contact: Purdue Pharmaceutical Products 




Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http:/Avww. thomsonhc.com/micronieclex2/librarian/PFDefaultActionId/evideiicexpert.Dis... 1/19/2012 
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No. of samples tested:_f. 


Evidence Wt 


PHYSICAL DESCRIPTION: 


\0O 



GrossWt { ):__ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 


PRELIMINARY TESTS 



Froehde's 


Mecke's 



PRELIMINARY TEST RESULTS 
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Drug Information 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 80 MG 


Color: Green 
Shape: Circle 

Imprint: oc The tablet is imprinted 
with OC on one side and 80 on the 
other side., 80 

Form: Oral Tablet, Extended Release 

Avaifable-Container-Size: Strip of 
25 , Bottle of 100 , Box of 20 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0107-25 
59011-0107-10 
59011-0107-20 

Excipients: Povidone; Sodium 
Hydroxide ; Sorbic Acid ; Stearyl 
Alcohol; Talc ; Titanium 
Dioxide ; Triacetin ; FD&C Blue No. 

2 ; Hydroxypropyl Cellulose ; Ferric Oxide, 

Yellow; Ammonio Methacrylate 

Copolymer; Hypromellose ; Lactose ; Magnesium 

Stearate; PEG-400 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 5718858 

Contact: Purdue Pharmaceutical Products 



Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 1/19/2012 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: Z 


AGENCY KWr^gcj^et - ANALYST 0^9 

Evidence Wt 


PHYSICAL DESCRIPTION: 

C|j\QQr% 'MXOv.cS^. 

v< \ w .pVs 



Gross Wt ( ):__ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt: X^SV^Z 


L - 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 


Mlcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTAJ_ } _ 

OTHER TESTS 


[Y\^qOvoMc Pk \d) 


PRELIMINARY TEST RESULTS 
RESULTS 
DATE 


GC/MS CONFIRMATORY TEST 
RESULTS Q /*\c ry f.^m /t 

MS 

OPERATOR xcrvc 

DATE_t- xt_-M 


Revised 7/2005 

Folk_OIG_PRR_021312 
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Drug Information 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 80 MG 


Color: Green 
Shape: Circle 

Imprint: op The tablet is debossed with 
OP on one side and 80 on the other., 

80 

Form: Oral Tablet, Extended Release 

Available-Container-Size: Strip of 
20 , Bottle of 100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0480-20 
59011-0480-10 

Excipients: Hypromellose; PEG- 
400 ; Polyethylene Oxide ; Magnesium 
Stearate; Titanium 
* Dioxide; Hydroxypropyl 
Cellulose ; Ferric Oxide, Yellow ; FD&C 
Blue No. 2/Indigo Carmine Aluminum 
Lake; Butylated Hydroxyloluene 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 7090395 

Contact: Purdue Pharma 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://ww\v.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 1/19/2012 
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DRUG POWDER ANALYSIS FORM 


£> 


SAMPLE it 



agency 


ANALYST 6-*Q 


No. of samples tested:_ 


Evidence WL 


PHYSICAL DESCRIPTION: 

'%'2> 

o. «- (=*^3 

<3 © 


Gross Wt { ):__ 

Gross Wt ( ):__ 

Pkg. Wt: __ 

Net Wt: XX > IYAQ 




PRELIMINARY TESTS 
Spot Tests 

Coball 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


Mlcrocrvstaliine Tests 

Gold 

Chloride_ 

TLTAj_J__ 

OTHER TESTS 

OH tA.PQic6-?c. (\ ^ 


PRELIMINARY TEST RESULTS 
RESULTS O/-acocLca^> 
DATE_ X--- \\ 


GC/MS CONFIRMATORY TEST 

RESULTS- 

MS 

OPERATOR h cyC _ 

DATE 


Revised 7/2005 
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Page 1 of 1 


Drug Information 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE -80 MG 


Color: Green 
Shape: Circle 

Imprint: oc The tablet is imprinted 
with OC on one side and 80 on the 
other side., 80 - 

Form: Oral Tablet, Extended Release 

Available-Container-Size: Strip of 
25 .Bottle of 100, Box of 20 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0107-25 
59011-0107-10 
59011-0107-20 

Excipients: Povidone; Sodium 
Hydroxide ; Sorbic Acid ; Stearyl 
Alcohol; Talc ; Titanium 
Dioxide ; Triacetin ; FD&C Blue No. 

2 ; Hydroxypropyl Cellulose ; Ferric Oxide, 

Yeilow; Ammonio Methacrylate 

Copolymer; Hypromellose ; Lactose ; Magnesium 

Stearate ; PEG-400 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 5718858 

Contact: Purdue Pharmaceutical Products 




Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionJd/evidencexpert.Dis... 1/19/2012 
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DRUG POWDER ANALYSIS FORM 


SAMPLE if 

No. of samples tested: ’%* 


AGENCY iOi.to ^ecVh£ud ANALYST 

Evidence Wt 





PHYSICAL DESCRIPTION: 
~b> 





Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

-^Thiocyanate ( —) r- 
^ Marquis tr 

\ Froehde's_ 

Mecke's 


Microcrvstaliine Tests 
Gold 

Chloride_ 

TLTA ( .I. . 

OTHER TESTS 

Z- Cr-£L- ~v_ 


PRELIMINARY TEST RESULTS 

RESULTS fY\ cr\X>) _ 

DATE ,^-tD-u 


GC/MS CONFIRMATORY TEST 

RESULTS t> rr\ 'fis _ 

MS 

OPERATOR \i^<L _ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 



PHYSICAL DESCRIPTION: 


c 3>'Y-0-^. 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 




2 . » 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (- ) ~. 

A 

Marquis V. Vc^cAC 
"L Froehde's 

Mecke's T> Vc-vcTc 


Mlcrocrvstalllne Tests 
Gold 

Chioride__ 

TLTAJ_ } _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS ^Q^vcv 
DATE OT- \ p - u. 


GC/MS CONFIRMATORY TEST 

RESULTS _ 

MS 

OPERATOR _ 

DATE ' t 


Revised 7/2005 




DRUG POWDER ANALYSIS FORM 











DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENOY ANALYST 

Evidence Wt 


- 


PHYSICAL DESCRIPTION: 

^\e,vVow> cV.et<A. V. 

Oi v Ov 


Gross Wt ( ): 

Gross Wt { ): 

Pkg. Wt: 
Net Wt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis__ 

Froehde's_ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride__ 

TLTAJ_ l _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS ^ 

DATE % -U 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 








DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY darne l ANALYST 

Evidence Wt 




PHYSICAL DESCRIPTION: 




eXjQCt/V V cO 

v Ov 


Gross Wt ( ): 

Gross Wt ( ): 

Pkg. Wt: 
Net Wt: 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


Microcivstalllne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS yiv->T 

DATE Ql- QS-W 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 










DRUG POWDER ANALYSIS FORM 



No. of samples tested: 


AGENCY ANALYST 

Evidence WL 




PHYSICAL DESCRIPTION: Gross Wt { ):_ 

t_\C-^oG3 cVcoa. V Gross Wt ( )._ 

\ ovftN , p kg wt; _ 

Net Wt: zo. S'Gm.h 

\uW\ ->S ^6 jvoV<- 5o.e °0<L, 


C\0\ -vc^o^aA-A ^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 

Gold 

Chloride_ 

TLTAj_ \ _ 

OTHER TESTS 

rt-C. -V" _ 


PRELIMINARY TEST RESULTS 
RESULTS T<?^rf 

DATE ^-p%—\\ 


GC/MS CONFIRMATORY TEST 
RESULTS le^-y 
MS 

OPERATOR \Q=AC _ 

DATE 2-^-u 


Revised 7/2005 

Folk_OIG_PRR_021321 







DRUG POWDER ANALYSIS FORM 


SAMPLED AGENCY SWL-t.,-1 ANALYST 

No. of samples tested:_ Evidence Wt _ 








DRUG POWDER ANALYSIS FORM 


SAMPLE U 


AGENCY ^ecl -ANALYST P0Q 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 


V'N VO^CvX 


VC\Vt V ^ c^A.dovo'vov^L Slgoco^o 


Gross Wt ( ):. 

Gross Wt ( ): 

Pkg.Wt:, 


Net Wt: 2-\-3>'b3 






cL 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 


Marquis _ 
Froehde's 
Mecke's 


Mlcrocrvstalllne Tests 

Gold 

Chloride 




OTHER TESTS 




PRELIMINARY TEST RESULTS 
RESULTS KXrvW&urvo. 

date Oi~ 


GC/MS CONFIRMATORY TEST 
RESULTS totn&/u:>Vta<w 


MS 

OPERATOR 


\t cs C 


DATE 


Or- \ V\"- I \ 


Revised 7/2005 








c? 


DRUG POWDER ANALYSIS FORM 

SAMPLE# AGENCY Dao^e^y j. ANALYST Pvi>9 

No. of samples tested:_ Evidence Wt _ 


PHYSICAL DESCRIPTION: 

C\ -eCXN V v cJ2 

y\ \ ov ' 

\cv.S?-<-V. ""X fi-SsV . fe.rvCov'sN-^''^. 


Gross Wt ( ):_ 

Gross Wt ( ):__ 

Pkg. Wt:_ 

Net Wt: XV. LyfaAX. 


f-^Qysr 


cCi. 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MicrocrvstaHine Tests 

Gold 

Chlorid e__ 

TLTAj_J_ 

OTHER TESTS 

S-C- z^r _ : _ 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE ox- 


GC/MS CONFIRMATORY TEST 

RESULTS 

MS 

OPERATOR 

DATE _ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE it 
No. of samples tested: 


AGENCY ANALYST 

- - 

Evidence WL 


PHYSICAL DESCRIPTION: 

'An v 0-k'caX 


Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt; 


I 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalHne Tests 
Gold 

Chloride__ 

TLTA ( )_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS__ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 

Folk OIG PRR 021325 









2 ~ 

^ 


Gross Wt { ) 

Gross Wt ( ) 

Pkg. Wt 


Net Wt 


O < 5 \ b< 



PRELIMINARY TESTS 


Cobalt 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 


PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS 


DATE 


MS 

OPERATOR 


DATE 


a- i5L\ 


Rfiviftfid 7/OfirV? I 

Folk OIG_PRR_021326 









Page 1 of 1 


Drug Information 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 80 MG 


Color: Green 
Shape: Circle 

Imprint: op The tablet is debossed with 
OP on one side and 80 on the other., 

80 

Form: Oral Tablet, Extended Release 

Available-Container-Size: Strip of 
20 , Bottle of 100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination {Excluding 
Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 


NDC: 59011-0480-20 
59011-0480-10 

Excipients: Hypromellose; PEG- 

400 ; Polyethylene Oxide ; Magnesium 

Stearate; Titanium 

Dioxide; Hydroxypropyl 

Cellulose ; Ferric Oxide, Yellow ; FD&C 

Blue No. 2/Indigo Carmine Aluminum 

Lake; Butylated Hydroxytoluene 

Regulatory Status; Schedule II 

Availability: United States 

Product ID 7090395 

Contact: Purdue Pharma 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


httn://www.thomsonhc.com/microniedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 1/19/2012 

Folk_OIG_PRR_ 021 327 



Data File C:\CHEM32\l\DATA\SIG10GOQ02.D 
Sample Name: MDMA STD 

Acq. Operator : ASD Seq. Dine : 2 

Acq. Instrument : DrugLab GC #2 Location : Vial 2 

Injection Date : 2/10/2011 10:33:33 AM Inj : 1 

Inj Volume t 1 ptl 

Sequence File : C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS,M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 

Sorted By : Retention Time 

Multiplier: ; 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 Jng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0.954 1 BB S 5,89808e4 6.48618e4 99.58415 

2 1.669 1 BB 246.29588 322.90381 0.41585 

Totals : 5,92271e4 6.51847e4 


*** End of Report *** 


DrugLab GC #2 2/10/2011 10:43:33 AM ASD 


Page 1 of 1 
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Data File C: \CHEM32\l\DAT A\SIG1000020.D 
Sample Name: 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

hast changed 


ASD Seq. Line ; 20 

DrugLab GC #2 Location : Vial 20 

2/10/2011 2:35:03 PM Inj : 1 

Inj Volume ; 1 pi 

C :\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM3 2\1\METHODS\DRUGS.M 
7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By 

; Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier 

a Dilution Factor with 

ISTDs 


(not used in calc*} 


Signal 1: FID1 A, 


Peak 

# 

_| 

RetTime 

[min] 

_j 

Sig Type 

i .. i 

Area 

[pA*s] 

Height 

tpA] 

i 

Area 

% 

1 

1 

1 

0.955 

1 

i 1 

BB S 

__ _ | 

5.94897e4 

-- | 

6.8818464 

99.07029 

2 

1.674 

1 

BB 

523.81720 

598.94843 

0.87233 

3 

2.723 

1 

BB 

21.45895 

23.70702 

0.03574 

4 

3.366 

1 

BB 

12.99513 

12.31391 

0.02164 

Totals : 



6.00480e4 

6,94534e4 






*** End 

of Report 

•k "k -k 


DrugLab GC #2 2/10/2011 2:45:03 PM ASD 
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Data File C: \CHEM32\l\PAT A\SIG1000021.D 
Sample Name: 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD Seq. Line ; 21 

DrugLab GC #2 Location : Vial 21 

2/10/2011 2:48:36 PM Xnj : 1 

Inj Volume : 1 fxl 

C:\CHEM3 2\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\MSTHODS\DRUGS *M 
7/28/2010 1:58:35 PM 



Area Percent Report 


Retention Time 
: 1,0000 
1,0000 

: 1,00000 [ng/ul] (not used in calc.) 

Dilution Factor with ISTDs 

Signal 1: FID1 A, 

Peak RefcTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0.955 1 EE S 5.84299e4 6.82730e4 99.47088 

2 1.671 1 BE 310.81131 389.11026 0.52912 

Totals : 5.87407e4 6,86621e4 


Sorted By : 

Multiplier: 

Dilution: 

Sample Amount: 

Do not use Multiplier & 


*** End of Report *** 


DrugLab GC #2 2/10/2011 2:58:36 PM ASD 


Page 1 of 1 
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Data File C:\CHEM32\l\DATA\SIG1000022.D 
Sample Name: BLANK 

Acq. Operator : ASD Seq. Line : 22 

Acq. Instrument : DrugLab GC #2 Location : Vial 22 

Injection Date : 2/10/2011 3:02:01 PM Inj : 1 

Inj Volume : 1 /r 1 

Sequence File : C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\1\METH0DS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 





Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : '1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# (min) [pA*s] [pA] % 


1 0.956 1 BB S 5.98116e4 6.90684e4 1.000e2 

Totals : 5.981l6e4 6.90684e4 


*** End of Report *** 


DrugLab GC #2 2/10/2011 3:12:01 PM ASD 


Page 1 of 1 
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Data File C; \CHEM32\l\DAT A\SIQ10Q0023,D 
Sample Name: 




Acq, Operator : ASD Seq. Line : 23 

Acq. Instrument : DrugLab GC #2 Location : Vial 23 

Injection Date : 2/10/2011 3:15:31 PM Inj : 1 

Inj Volume : 1 /il 

Sequence File : C:\CHHM 32 \ 1 \SEQUENCE\DEFAULT,S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last Changed : 7/28/2010 1:58:35 PM 


FID1 A, (SIG1OOO023.D) 


PA 

450 

400 

350 

300 

250 

200 - j 

150 

ioo -3 

50 


I 

I 






OvJ 

t- 

<\i 


io 

<£> 

CO 

CO 


U- 


nr 

6 


min 


s: SS 23 ss = 5 


Area Percent Report 


Sorted By- 

: Retention Time 


Multiplier : 

: 1.0000 


Dilution: 

: 1,0000 


Sample Amount: 

•: 1.00000 [ng/ul] 

(not used in calc,)- 


Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 


Peak 

« 

_1 

RefcTime 

[min] 

Sig 

Type 

_ __ | 

Area 

[pA*s] 

Height 

tpA] 

__ _ 1 

Area 

% 

1 

1 

0.956 

1 

! 

BB S 

5,94257e4 

1 

6,94540e4 

98.12714 

2 

1.678 

1 

BB 

863.00208 

665.97931 

1.42504 

3 

2.722 

1 

BB 

22.90040 

25.56602 

0,03781 

4 

3.111 

1 

BB 

234.05771 

267.82343 

0,38649 

5 

3,365 

1 

BB 

14.23932 

14.98900 

0.02351 

Totals : 



6.05599e4 

7.0428404 










*** End of Report *** 


DrugLab GC #2 2/10/2011 3:25:31 PM ASD 
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Data File C: \CHEM32\l\DAT A\SIG1000024,D 
Sample Name: 


Acq. Operator : ASD Seq. Line : 24 

Acq. Instrument : DrugLab GC #2 Location : Vial 24 

Injection Date ; 2/10/2011 3:28:55 PM Inj : 1 

Inj Volume : 1 ftl 

Sequence File : C:\CHEM32\1\SEQUENCE\DEPAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 


FIDTa; (SIG1000024.D) 


pA 

450 

400-j 
350 
300 
250 
200 
150 
100 
50 


3 

CM 


0 


min 


Area Percent Report 


Sorted By 

: Retention Time 


Multiplier: 

: 1,0000 


Dilution: 

: 1,0000 


Sample Amount; 

: 1.00000 [ng/ul] 

(not used in calc.) 


Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 


Peak 

# 

1 

RetTime 
[min] 
_1 

Sig Type 

! _ . I i 

Area 

[pA*s] 

l 

Height 

[pA] 

i 

Area 

% 

1 

i 

0.955 

1 

BB S 

I- -- 

5.87481e4 

1-1 

6.76324e4 

| 

98.64164 

2 

1.676 

1 

BB 

636.62366 

637.55731 

1,06893 

3 

2.724 

1 

BB 

13.58787 

13.78835 

0,02281 

4 

3.110 

1 

BB 

158,78981 

178.45227 

0.26662 

Totals : 



5,95571e4 

6,84622e4 



*** End of Report *** 


Page 1 of 1 

Folk OIG PRR 021333 


DrugLab GC #2 2/10/2011 3:38:55 PM ASD 























Area Percent Report 



Sorted By 

: Retention Time 


Multiplier; 

; 1,0000 


Dilution; 

; 1,0000 


Sample Amount: 

;• 1.00000 

[ng/ul] 

Do not use Multiplier 

& Dilution Factor with 

ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 


Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 1.089 1 BB S 6.76369e4 7.03981e4 1.000e2 


Totals : 


6.76369e4 7.03981e4 


*** End of Report *** 


DrugLab GC #2 2/9/2011 7:03:09 AM ASD 
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Kg M3 2\l\DATA\SIG1000002 .D 

COKE/CODEINE STD 


^..Itt&erator 

fr c< *: lJie t rumen t 

^Si"» rale 

5e<3 uence 
Met hod 

hast changed 


ASD 

DrugLab GC #2 
2/9/2011 7:07:42 AM 

C:\CHEM32\l\SEQUENCE\DEFAULT.3 
C:\CHEM3 2\1\METHODS\SCREEN.M 
7/27/2010 2:36:10 PM 


Seq. Line 
Location 
Inj 

Inj Volume 


2 

Vial 2 
1 

1 ill 


r 

pA 

450- 

400- 

350 

300 

250' 

200 - 

150/ 

100 » 

so¬ 
rt ~ 

FID J 

c 

< 

1 

A. (SIG1000002.D) 

> 

i 

< 

L. -. 

j 

p 

> t 

tj 

r 

5 

7 


. . . . .... ... i 

V 

c 

1 1 1 ! 1 1 1 1 r ^ 1 ^ r-—p—.i T »» * * i ? « * 

5 10 15 20 25 mfn 


Area Percent Report 


Sorted By 
Multiplier: 
Dilution: 
Sample Amount: 


Retention Time 
: 1,0000 

: 1.0000 

: 1.00000 [ng/ul] 


Do not use Multiplier Sc Dilution Factor with ISTDs 


(not used in*calc.) 


Signal 1: FID1 A, 


Peak 

# 

1 

RetTime 

[min] 

Sig Type 

! 1 1 

Area 

[pA*s] 

Height 

[pA] 

Area 

% 

1 

1,088 

1 

I-1 

BE S 

6.7932904 

6.94037e4 

99.19653 

2 

6.974 

1 

BB 

283,27206 

375.86047 

0,41364 

3 

7.527 

1 

BB 

266.96921 

326.20172 

0,38983 


Totals 


6.8483164 7.0105864 


*** End of Report *** 


DrugLab GC #2 2/9/2011 7:37:42 AM ASD 
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\l\DATA\SIG1000026 . D 






cor 
trument 

Date 


jence File 
Ithod 
%ast changed 


ASD 

DrugLab GC #2 
2/9/2011 9:00:40 PM 

C:\CHBM32\1\SEQUENCE\DEPAULT.S 
G:\CHEM32\1\METHODS\SCREEN.M 
7/27/2010 2:36:10 PM 


Seq * Line 
Location 
Inj 

Inj Volume 


26 

Vial 26 
1 

1 ill 




FID1 A, {SIG1000026.D) 
pA * ® 

460 - 
400 - 
350 - 
300 - 
250 - 
200 
150 
100 
50 
0 


I 00 

u-i °° 
10 <0 
CO 


44*-+ 


o 


^o~ 


15 


~r 

20 


25 


min 


Area Percent Report 

Retention Time 

1.0000 

: 1.0000 

1.00000- [ng/ul] (not used in calc.) 
Dilution Factor with ISTDs 

Signal 1: FID1 A, 


Sorted By 
Multiplier: 

Dilution: 

Sample Amount: 

Do not use Multiplier & 


Peak RetTime Sig Type Area Height Area 


# 

_ 1 

[min] 

_ | 


i _ 

[pA*s] 

tpA] 

% 

I 

1 

t 

1.089 

1 

1 

BB S 

6,7885064 

7.3299664 

98.16848 

2 

5.477 

1 

BB 

516.67310 

663.40955 

0.74716 

3 

5.842 

1 

BB 

109.20251 

104.27753 

0.15792 

4 

6.688 

1 

BV 

85.52954 

84.04159 

0.12368 

5 

11.163 

1 

BB 

555.11890 

217.98680 

0.80276 

Totals : 



6.91515e4 

7.4369364 



*** End of Report *** 


DrugLab GC #2 2/9/2011 9:30:40 PM ASD 
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■S *bab GC #2 
Wgyc ,/2011 9:35:23 PM 


P C: \CHEM32\1\SEQUENCE\DEFAULT . S 
C \CHEM3 2 \ 1\METHODS\SCREEN . M 
7/27/2010 2:36:10 PM 


Seq. Line 
Location 
Inj 

Inj Volume 


27 

Vial 27 






¥/; ■■ 350 


Area Percent Report 


Sorted By 
Multiplier: 

Di 1ution: 
Sample Amount: 


Retention Time 
: 1.0000 

: 1.0000 

: 1.00000 [ng/ul] 


Do not use Multiplier & Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: F1D1 A, 


Peak RetTime Sig Type Area 
if [min] [pA*s] 


Height Area 
£pA] % 


089 1 BB S 6.83729e4 7.41912e4 1.000e2 


Totals : 


6.83729e4 7.41912e4 


*** End of Report ** 


ugLab GC #2 2/9/2011 10:05:23 PM ASD 







01000028 .D 




fgrughab GC #2 
2/9/2011 10:10:05 PM 

C:\CHEM3 2\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\SCREEN.M 
7/27/2010 2:36:10 PM 


Seq. Line 
Location 
inj 

Inj Volume 


28 

Vial 28 
1 

1 fil 


Area Percent Report 




Sorted By 

: Retention Time 


Multiplier; 

1.0000 


Dilution: 

; 1.0000 


Sample Amount: 

■ : 1.00000 [ng/ul] 

(not used in calc.) 


Do not use Multiplier & Dilution Factor with ISTDs 
Signal 1: PID1 A, 


Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

-I-1 — 1-f-I".-"-I- 

1 1.089 1 BB S 6.77175e4 7.21511e4 99.67851 

2 5.846 1 BB 65.46505 49.73017 0.09636 

3 11.148 1 BB 152.93976. 60.06458 0.22512 


Totals 


6.79359e4 7.22609e4 


*** End of Report *** 


Page 1 of 1 

Folk OIG_PRR_021338 


gbab GC #2 2/9/2011 10:40:05 PM ASD 






























Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: . : 1.00000 [ng/ul] (not used -in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: PID1 A, 


Peak RetTime Sig Type Area 
# [min] [pA*s] 


1 1.089 1 BB S 6.81189e4 

Totals : 6.81189e4 


Height Area 
[pA] % 

t 

j - ~ 

7.36270e4 1.000e2 

7 *36270e4 


*** End of Report *** 


Page 1 of 1 
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ruaLab GC #2 2/9/2011 11:14:48 PM ASD 










































#2 

Hi:19:29 PM 

R 32 \ l \SEQUENCE\DEFAULT. S 
&32\ 1\METH0DS\SCREEN. M 
PjOIO 2:36:10 PM 



Seq. Line 
Location 

Inj Volume 


30 

Vial 30 
1 

1 /il 


cn 

§ 

co 


.I 

10 


15 


20 


25_ mil 




Area Percent Report 


Sorted By ; Retention Time 

Multiplier; : 1.0000 

Dilution: : 1,0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc,) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FID1 A, 


Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

— i. I---I — i - 1 - 1- .- 

1 1.089 1 BB S 6.74536e4 7.28822e4 99.79237 

2 13.689 1 BB 140.34521 34.00343 0.20763 


Totals 


6,75940e4 7,29162e4 


*** End of Report *** 


Page 1 of 1 | 
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ugLab GC #2 2/9/2011 11:49:29 PM ASD 





























3,1; 54 :12 PM 


2\1\SEQUENCE\DEFAULT.S 
2 \ 1 \ METHODS \ SCREEN. M 
i/2010 2:36:10 PM 


Seq. Line 
Location 
Inj 

Inj Volume 


31 

Vial 31 
1 

1 fi\ 


^ 50031 . 0 ) 



1 0 ' 


Area Percent Report 




Sorted By 
Multiplier: 
Dilution: 
Sample Amount: 


Retention Time 
: 1,0000 
: ' 1,0000 
; 1.00000 tng/ul] 


Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 


(not used in calc.) 


Peak RetTime Sig Type Area 
8 [min] [pA*s] 


Height Area 

IpA] % 


1 1.089 1 BB S 6.69833e4 7.05122e4 1.000e2 


Totals 


6.69833e4 7.05122e4 


*** End of Report *** 


iT.^'K no ti*'' 
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min 


Area Percent Report 


Sorted By 


Retention Time 


Multiplier: 

Dilution: 

Sample Amount: 

Do not use Multiplier 


: . 1.0000 

: 1.0000 

: 1.00000 [ng/ul] 

& Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 


Peak RetTime Sig Type Area Height 

ft [min] [pA*sJ [pA] 

1 1.089 1 BE S 6.87274e4 7,38068e4 

2 11.158 1 BE 435 .05069 174.54041 


Area 

% 

99.37097 
0.62903 


Totals 


6.91624e4 7.39813e4 


*** End of Report *** 


•gLab GC #2 2/10/2011 12:58:54 AM ASD 
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Data Pile C:\CHBM32\l\DATA\SIG1000001.D 
Sample Name: BLANK 

Acq. Operator : ASD Seq. Line : 1 

Acq. Instrument : DrugLab GC #2 Location : Vial 1 

Injection Date : 2/10/2011 10:20:16 AM Inj : 1 

Inj Volume : 1 ^1 

Sequence File : C:\CHEM32\1\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 




S=8 S' SSSSS 


Sorted By 

: Retention Time 


Multiplier: 

; 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 [ng/ul] 

(not used in calc.) 


Do not use Multiplier & Dilution Factor with ISTDs 
Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

1 0.955 1 BB S 5.98792e4 6.72091e4 1.000e2 

Totals : 5.98792e4 6.72091e4 


*** End of Report *** 


Paae 
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3Lab GC #2 2/10/2011 10:30:17 AM ASD 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-2011\System7\02_ll_ll\771220.D 

Operator : ASD/KAC 

Date Acquired : 11 Feb 2011 17:21 

Sample Name : BLANK 

Submitted by ; ASD 

Vial Number : 1 

AcquisitionMeth: TFMPP.M 

Integrator ; RTE 



Ret. Time Area Area % Ratio % 

***NQ INTEGRATED PEAKS*** 


771220.D Wed Jan 18 11:15:42 2012 Page 1 



Folk OIG PRR_021344 







Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Ql-2011\System7\02JLlJLl\771221.D 

ASD/KAC 

11 Feb 2011 17:43 

3,4 MDMA STD 
ASD 
21 

TFMPP.M 
RTE 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



TIC: 771221.D\data.ms 
8.040 


Abundance 
1500000j 

I 

1000000 | 
500000 


T -r' T -fT k ^ '[ <' t » r ^.~ rT - T - y -- p- - T ". j | ■ |- rrr T -| ' ( | TT| T7f i ' T* l'~| i r- r - T ~jr T ~ TT* 1 pTt.n ~ ] ' T~J PI T7'1 .i I ji H.t T 

Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 mOQ 11.00 12.00 13D0 14.00 15.00 16.00 17.00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 

8.040 

3075249 

100.00 

100,00 


771221.D 


Wed Jan 18 11:15:46 2012 


Page 1 


Folk OIG PRR 021345 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Ql-2011\System7\02_ll_ll\771221.D 
ASD/KAC 

11 Feb 2011 17:43 

3,4 MDMA STD 
ASD 
21 

TFMPP.M 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Da taba se\PMW_TOX2,L 


PK# RT Library/ID 


CAS# Qual 


8.04 C:\Database\NIST05a.L 

N-Methyl-3,4-mefchylenedioxyamphetam 042542-10-9 
N-Mefchyl-3,4-methylenedioxyamphetam 042542-10-9 
Pseudoephedrine, (+)- 000090-82-4 


83 

83 

78 


Abundance 

80 

60 

40 

20 

G ; 

m/z-> 

Abundance 

80 

60 

40 

201 


58 


Average of 7.986 to 8.237 min.: 771221 D\data.ms (-) 


30 


42 

'•T+i- 


51 


65 


77 


88 96 103 

^ rrTnrjl .. 


116 


135 


T 1 


146 160 


176 


191 


30 40 50 60 70 80 90 1 Q0 110 120 130 140 J50 160 170 180 190 

#51925: N-Mettiyi~3,4-methyienedioxyamphetamine 
5’8 


0 i T _ T _ r - rr . ! 


m/z~> 


42 51 


65 


n i j rr "f*j 


77 

fHVr 


89 96 105 ne 123 

•, -r' . ( -T- T n r r j"> ‘ H i I 1 1 i-rT T-r-n 


135 


148 169 


rp-TT-fj 


178 

r-rt-rr 


191 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 


771221.D 


Wed Jan 18 11:15:47 2012 


Page 


Folk OIG PRR 021346 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMet h: 
Integrator ; 


Data File: 

F:\Ql-201l\System7\02_ll_ll\771247. D 
ASD/KAC 

12 Feb 2011 3:00 

BLANK 
ASD 
1 

TFMPP. M 
RTE 


Abundance TIC; 771247 D\data.ms 

30000 

20000 ’; 


10000 


iV 


0! 








nrp 


pn 


Tlnie--> 2,00 3.00 4.00 5.00 6.00 7 00 8.00 9.00 10.00 11.00 12.00 13.00 14.00 15.00 16.00 17.00 16,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


f 


771247,D 


Wed Jan 18 11:16:50 2012 


Page 1 


Folk OIG PRR 021347 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AequisitionNeth 
Integrator 


F:\gi~201l\System7\02_ll_ll\771248.D 

ASD/KAC 

12 Feb 2011 3:21 


ASD 

48 

TFMPP.M 
RTE 


Abundance TIG: ?71248.D\data.ms 

2500000 

2000000 

1500000 

1000000 

500000 

0 , , 

Time~> 2.00 3.00 4.00.5.00 6.0 0 7. 00 8.00 9.00 10.00 11.0012.00 13.00 14.00 15.00 16.0017.00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 

8.051 

5057902 

100.00 

100.00 


8.051 


■y-rnr-T-r-T-T"T~r‘ T -rxT^- r7 -r T H' TT~T ' T"r ' "r" T .r-ri. n .. « . . rr 


771248 .D 


Wed Jan 18 11:16:54 2012 


Page 1 


Folk OIG PRR 021348 




Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2011\System7\02 11 

ll\771248.D 

Operator 

ASD/KAC 


Date Acquired 

12 Feb 2011 3:21 


Sample Name 

HfHHHHHI 


Submitted by 

ASD 


Vial Number 

48 


AcquisitionMeth 

TFMPP.M 


Integrator 

RTE 


Search Libraries; C: \Database\SLI.L 

Minimum Quality; 80 


C:\Database\NIST05a.L 

Minimum Quality; 80 


C: \Database\PMW_TOX2 . L 

PK# RT 

Library/ID 

CAS# Qual 


1 8,05 C:\Database\NIST05a.L 

N-Methyl~3,4-methylenedioxyamphetam 042542-10-9 91 
Pseudoephedrine, (+)- 000090-82-4 78 
Acetamide, N-(4-bromo-2-mefchylpheny 284679-65-8 56 



Abundance 

80 

60 

40 

20 

0 


5|8 


#51923: N-Methyl*3 f 4*melhylenedioxyamphelamine 


42 


51 




65 


77 

•r?4'r 


89 105 

r-TVrrrr-i'TiVjn 


118 


135 


147 161 


Pp t * rrT ,|'7~r t *fTrr T " T *!- ■■ r ■ ^ T , " rT j ", ,- r »j t ■» Tx^TTyT^TryTiT-l^^ 

30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


178 191 


771248.D Wed Jan 18 11:16:55 2012 Page 2 


Folk OIG PRR 021349 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Ql-2011\System7\02_ll_ll\771250.D 

ASD/KAC 

12 Feb 2011 4:04 

BLANK 
ASD 
1 

TFMPP. M 
RTE 


Abundance 

25000 

20000 

15000|| 

10000 

5000 


TIC: ?71250.D\data.ms 




Qr-r-p 


Tlme**> 2.00 3.00 4.00 5.00 O.bo'^T^OO^8.00^9^00^ ia!00 


rrprrrrp 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


771250.D Wed Jan 18 11:17:02 2012 Page 1 


Folk_OIG_PRR_021350 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771251.D 

A3D/KAC 

12 Feb 2011 4:25 


51 

TFMPP* M 
RTE 


Abundance 

2500000 


2000000 

1500000 

1000000 

500000 

0 


TIC: 771251 ;D\data. ms 
8.651 


.->r~p - 7 i , j | ) , ^ r | ^ ^ , | fq t rTj-rrr - T .- r - 7 -y T -- T -- T - T ~|.. r TT , T { T .., y , , x r y . r - r T - 

2.00 3.00 4.CO 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 13.00 14.00 1 5 . 00 16.00 17.00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 

8.051 

5107718 

100.00 

100.00 


771251.D 


Wed Jan 18 11:17:06 2012 


Page 1 


Folk OIG_PRR_021351 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-201l\System7\02 11 

11\771251.D 

Operator 

ASD/KAC 


Date Acquired 

12 Feb 2011 4:25 


Sample Name 



Submitted by 

ASD 


Vial Number 

51 


AcquisitionMeth 

TFMPP.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PKft RT 

Library/ID 

CAS# Qual 


8.05 C:\Database\NIST05a.L 

N-Methyl-3,4-methylenedioxyamphetam 042542-10-9 91 
Pseudoephedrine, {+)- 000090-82-4 78 
(-)-Ephedrine 000299-42-3 56 


Abundance 

80 

60 

40 

20 


m/z~> 
Abundance 

80 

60 

40 

20 

0 

m/z~> 


58 


Average of 7.981 to 8,221 min.: 771251,D\dafa.ms <-) 


30 42 


51 


< -** j Hi 65 I oy 

0 Vtt 1 ‘ | i v.-i^^ ^ VTT-pt‘ , r4*r pT ‘T J l " i j t : }V| i i * 


77 89 95 105 115 123 l , 5 

*-' '. .rprrrrj-i' n ry 


145 159 


176 


190 207 

TTTT-rrvi'J i i f 


*“prrrTyTTTTHprTTrr-p ttt j" m rp i i i j t nrp-n 

30 40 50 60 70 80 90 _ 100 110 120 130 140 150 160 170 180 190 200 


58 


#51923: N-Melhyl- 3 t 4 -methylenedroxyamphelamine 


51 


42 


65 


77 

T-iir 


89 


T f 


j 9 5 118 ^ 147 161 

f-rr^^H-pnTnf^TTTTy rrl t j ' rr Vn ( ^rr TTjTTTnq- 


178 191 

TTiTTTTTTTT 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


771251.D 


Wed Jan 18 11:17:07 2012 


Page 2 


Folk OIG PRR 021352 















Area Percent / Library Search Report 


Information from 
File Name ; 

Operator : 

Date Acquired 
Sample Name ; 

Submitted by 
Vial Number : 

AequisitionMeth: 
Integrator ; 


Data File: 

F:\Ql-2011\System7\02Jll_ll\771253.D 
ASD/KAC 

12 Feb 2011 5:08 

BLANK 
ASD 
1 

TPMPP.M 
RTE 


Abundance 

30000 

20000j! 

10000 


TfC: 771253.D\data.ms 






Time~> 


r -f J m -p-TT T-p-m.p r r i I rm jr < .rr rr-n i pm-r ] i i rrpn rrp nrp-n. i .prn ' | n.i i pm qn r rpr 

2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10 00 11.00 12.00 13.00 14.00 15.00 16.00 17 00 18.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


771253.D Wed Jan 18 11:17:55 2012 Page 1 


Folk_OIG_PRR_021353 











Area Percent / Library Search Report 


Information from Data File: 

File Name ; P:\Ql-2011\System7\02_ll_ll\771254,D 

Operator : ASD/KAC 

Date Acquired : 12 Feb 2011 5:30 

Sample Name : 

Submitted by : ASD 

Vial Number ; 54 

AcquisitionMeth: TFMPP.M 
Integrator : RTB 


Abundance 

300000o| 


TIC; 771254.D\dala.ms 
8.662 


2000000 


1000000 


T(me-*> 


13.409 



[ 


t r 1 > » rj T-T-r- f“|—f-r-rT Y-rrr^-j-T~r-Tn-fri .n 

y , rr - r -p- rT _ T - 1[ ..^., , , ] .y,,, rr . r . r j . 1 . r - r , j , i 

.i r*r 5 j r~pi m~i r~i tt ynrrnr ryi r 


2.00 3.00 4.00 5.00 6.00 7.00 8.00 9,00 1(10011.00J2.001.300 14,00 15.00 16.00 17.00 18,00 


Ret. Time 

Area 

Area % 

Ratio % 

8.062 

8542797 

89.76 

100.00 

13.409 

974759 

10,24 

11,41 


771254.D Wed Jan 18 11:18:01 2012 


Page 1 


Folk_OIG_PRR 021354 














Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2011\System7\02 11 

ll\771254.D 

Operator 

ASD/KAC 


Date Acquired 

12 Feb 2011 5:30 


Sample Name 



Submitted by 

ASD 


Vial Number 

54 


AcquisitionMeth 

TFMPP *M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2 .L 


PK# RT 

Library/ID 

CAS# Qual 


1 8,06 C:\Database\NIST05a.L 

N~Methyl~3,4-methylenedioxyamphetam 042542“10-9 91 
N-Methyl-3,4-methylenedioxyamphetam 042542-10-9 91 
N-Mefchyl-3,4-methylenedioxyamphetam 042542-10-9 86 


Abundance 

80 

60 


Average of 7.970 to 8.270 min.; 771254,D\data.ms (-) 


40 

20 


42 


51 


65 


77 


m/z~> 


30 

" r "' i r r- 1 

30 40 50 60 70 80 90 


89 95 104 115 123 


135 
I, 144 

J-rrVnTT 


160 


,174 190 


207 


100 110 120 130 140 150 160 170 180 190 200 


Abundance 


80) 


60 


40 


20 


5)8 


#51924; N-Methyi-3,4-mefhylenedioxyamphetamme 


m/z~> 


30 


42 51 1 

nyhnrr-pt* rl -r 

40 60 60 


65 


77 89 96 103 115122 

i p*1*r I | I II I pfTT 


135 


149 162 


q- 


178 

TTirr 


193 


70 80 90 100 110 120 130 140 150 160 170 180 190 200 


771254,D 


Wed Jan 18 11:18:02 2012 


Page 2 


Folk_OIG_PRR 021355 








Area Percent / Library Search Report 


Information from Data Pile: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Ql-201l\System7\02JLlJLl\771254.D 
ASD/KAC 

12 Feb 2011 5:30 


ASD 
54 

TFMPP.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMWJFOX2,L 


PK# RT Library/ID 


CAS# Qual 


2 13.41 C:\Database\NIST05a.L 

Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 86 
Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 83 
Benzamide, 4-amino-N-[ 2 -(diethylami 000051-06-9 72 


Abundance 

80 

60 

40 

20 


Average of 13,354 to 13.621 mm,: 771254.D\data.ms (-) 

m 


58 

30 42 J | 71 

i-r-r rr^-m-iY U T Vp IT l j r)*l . |^t r ? 


99 


120 


110 


137 


164 


207 221 


r rp"rT T "| i i i < ^ rrn r prrTTjT i i thitt- pm-r rr rrrn> v-ryr■; i 

m/z-> iO 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190I 200 210 220 


Abundance 


80 


60 


40 


20 


0 


30 


18 

~i'l t j 1 ! 


#82282: Benzoic acid, 4-amino~, 2-{diethylammo)efhyf ester 
8fe 


42 


56 66 


M4I . 4 fh-rr 


99 


120 


137 


164 

TT4-r-r 


m/z-*> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 


771254 .D 


Wed Jan 18 11:18:03 2012 


Page 3 


Folk OIG PRR 021356 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02_ll_ll\771256.D 

ASD/KAC 

12 Feb 2011 6:13 

BLANK 
ASD 
1 

TFMPP.M 
RTE 


Abundance 

30000 

20000 

10000 


TfC: 7?1256.0\data.ms 


V 




Time~> 


2.00 3.00 4.00 §1)0 6,00 7,00 8.00 9.00 10.00 1l!ooT?00 13D0 14.00 15.00 ie '00 17.00 isloo 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


771256,D 


Wed Jan 18 11:18:09 2012 


Page 1 


Folk OIG PRR 021357 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02JLlJLl\771257.D 
ASD/KAC 

12 Feb 2011 6:34 


ASD 

57 

TFMPP.M 
RTF 


Abundance 

3000000 

2000000 

1000000 


TIC: 771257.D\data.ms 
8.062 


13.408 


urrprr 

Time~> 2.00 

. rv .. r .^^ r ^^ rrr .. m . TT1 . .r T rm.pri 

3.00 4.00 5.00 6.00 7.00 8.00 

9.00 10.00 1 LOO 121)0 13.00 14.00 15.00 16.00 17.00 18.00 

Ret. Time 

Area 

Area % 

Ratio % 

8.062 

7922116 

83.42 

100.00 

13.408 

1574137 

16.58 

19.87 


771257.D 


Wed Jan 18 11:18:36 2012 


Page 


Folk OIG PRR 021358 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1 -2011 \System7\02__ll__ll\771257 . D 
ASD/KAC 

12 Feb 2011 6:34 


ASD 

57 

TFMPP*M 
RTE 


Search Libraries: 


C:\Database\SLl.L 
C:\Database\NlST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


8,06 C:\Database\NIST05a.L 

N~Mefchyl~3,4-methylenedioxyamphetam 042542-10- 9 91 
N-Methyl-3 # 4-methylenedioxyamphetam 042542-10-9 91 
Pseudoephedrine, (+}- 000090-82-4 78 


Abundance 


80 


80 


40 


20 


Abundance 


80 


60 


40 


20 


m/z—> 


58 


Average of 7.986 to 8,248 min.: 771257,D\cfata.ms (**) 


0 

m/z«> 

30 

«? 5 i i 

77 

) r ,65,, r ,i |r 

91 

1 1 ( 

30 

'‘r-r*| , ivyTyt*rr' 

40 50 _ 1 

SO 70.80 

r“T“q J T”i 

90 


104 116123 


135 


145 159 174 


193 207 


5j8 


#51923: N-Methyl^M-methylenedioxyamphelamlne 


42 


51 

JLlii 


65 


77 


89 


105 


118 


135 


147 161 178 igi 


30 40 50 60 70 80 90 


F~7 "T~7*l r'y'T'T'T'T'I'T" 1 ■ 

100 110 120 130 140 150 160 170 180 190 200 


771257.D 


Wed Jan 18 11:18:37 2012 


Page 2 


Folk OIG PRR 021359 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System7\02_ll_ll\771257.D 

ASD/KAC 

12 Feb 2011 6:34 


ASD 

57 

TFMPP,M 
RTE 


Search Libraries: C:\Database\SLX.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW T0X2.L 


PK# RT Library/ID 


CAS# Qual 


13,41 C:\Database\NIST05a.L 

Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 86 
Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 83 
Benzamide, 4-amino-N-[2-{diethylami 000051-06-9 72 


Abundance 


80 


Average of 13,354 to 13.627 min.: 771257.D\data.ms {-) 

& 


60 

40 

20 

oi 


30 42 


58 


50 


71 

-jL 


99 


120 


110 


137 

-1‘TrpnrT‘rp 


164 


207 221 


m/z~> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 


Abundance 


80 


80 


40 


20 


#82282: Benzoic add, 4-amino-, 2-(diethylamino)ethyf ester 
8k 


99 


18 i j 

0 j-rrrTjrrrt 1 j s rTT^vj^tTjrrRp^fr fr i i rjr l 


30 

I 


42 


65 


m/z~> 


120 




137 


rpriTTn 


164 

"rrhr 


r.-njrr 

10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 


771257,D 


Wed Jan 18 11:18:38 2012 


Page 


Folk_OIG_PRR_021360 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System7\02_ll_ll\771262.D 
ASD/KAC 

12 Feb 2011 8:21 

BLANK 
ASD 
1 

TFMPP,M 
RTE 


Abundance TIC: 771262.D\data.ros 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


771262 , D Wed Jan 18 11:19:08 2012 Page 1 


Folk_OIG_PRR_021361 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql~2011\Sy3tem7\02_JLl_ll\771263 .D 
ASD/KAC 

12 Feb 2011 B:43 

3,4 MDMA STD 
ASD 
21 

TFMPP.M 
RTE 


Abundance 

2000000 

1500000 

1000000 

500000 


0 


TIC: 771263.D\data,ms 
6.046 


2.443 




n " 1 


T 


i ~T— | —r i r~r prT TT~yi 


m.j.r~r 


rp 


H TTTT'T "j 


Time~> 2.00 3.00 4.00 5.00 6.D0 7.00 8.00 9.00 10.00 11.00 12.00 13.00 14.00 15.00 16.00 17.00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 


2.443 

177744 

3,73 

3.88 


8.046 

4585132 

96,27 

100.00 



771263.D 


Wed Jan 18 11:19:19 2012 


Page 1 


Folk_OIG_PRR 021362 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql~2011\System7\02_ll_ll\771263.D 

Operator ; ASD/KAC 

Date Acquired : 12 Feb 2011 8:43 

Sample Name : 3,4 MDMA STD 

Submitted by : ASD 

Vial Number ; 21 

AcquisitionMeth: TFMPP.M 

Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.44 

C:\Database\NIST05a,L 





Decane 

000124 -18 ~ 5 

81 



Undecane, 5,6-dimethyl- 

017615 ~91“7 

64 



1 - Iodo-2 -methylundecane 

073105-67-6 

64 


Abundance Average of 2,411 to 2.487 min.: 771263.D\data.ms {-) 

57 

80 43 

I 


60 j 



Abundance 


#18486: Decane 



771263,D Wed Jan 18 11:19:20 2012 Page 2 


Folk OIG PRR 021363 















Area Pex'cent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql-201l\System7\02_ll_ll\771263.D 

ASD/KAC 

12 Feb 2011 8:43 

3,4 MDMA STD 
ASD 
21 

TFMPP.M 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


2 8.05 C:\Database\NIST05a.L 

N-Methyl-3,4-methylenedioxyamphetam 042542-10-9 91 
N-Methyl-3,4-methylenedioxyamphetam 042542-10-9 91 
Pseudoephedrine, {+)- 000090-82-4 78 


Abundance 

801 
60 1 


Average of 7.992 to"8.204 rrm: 771263.D\dat8.ms"(-) 
5)8 


40 


20 ! 


m/z~~> 


30 

*4r 


30 


42 5 . 1 

40 50 


1 i 65 7 88 95 103 115122 7 5 145 159 174 191 207 

60 70.80 90 100 110 120 .130 140 150 160 170 180 190 200 


Abundance 


80! 


#51922; N-Methyb3 t 4-methylenedioxyamphetamine 
5)8 


60 

40 

j 

20! 


51 


m /z-> 


30 42 

5 t 'r*j4T >' v it 

30 40 50 


60 


65 jl 

—rr rnrr t* 

70 80 90 100 


88 

i-rrirr-i 


105 


^ T ^" rr r rr 

110 120 


135 

-tAt 


130 


178 193 

firrrTT^rrTpnTrpi-jTprnrpT 

140 150 160 170 180 190 200 


771263.D Wed Jan 18 11:19:21 2012 Page 3 


Folk_OIG_PRR_021364 









Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionHeth: 
Integrator : 


Data File: 

J:\2011\02_17_11\772421,D 
KAC 

17 Feb 2011 15:16 

BLANK 

1 

DRUGS ,M 
RTE 



v 


i 


Abundance TiC: 772421 »D\data.m$ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


772421.D Wed Jan 18 11:08:28 2012 Page 1 


Folk_OIG_PRR_ 021 365 





Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMet h; 
Integrator : 


Data File: 

J:\2011\Q2JL7JL1\772422 .D 
KAC 

17 Feb 2011 15:28 

OXYCODONE STD 

22 

DRUGS . M 
RTE 


Abundance 
800000 
600000 
400000 
200000 

0 ‘1 |—T i * T"J-T*T I T~t*T ~|~T rr~~r~f TTT rj'T-rm-f f 'T-yT' T j r I TT y"i . T i p t r T 

Time :: > 2,00 2.50 3.00 3.50 4,00 4.50 5.00 5.50 6.00_6.50 7.00 7.50 8.00_ 8.50 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

5.973 

1447695 

100.00 

100.00 


TIC: 772422,D\data.ros 
5.$73 


772422.D Wed Jan 18 11:08:33 2012 


Page 1 


Folk_OIG_PRR_021366 














Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\02_17JL1\772422.D 

Operator : KAC 

Date Acquired : 17 Feb 2011 15:28 

Sample Name : OXYCODONE STD 
Submitted by : 

Vial Number : 22 

AcquisitionMeth: DRUGS. M 
Integrator : RTE 


Search Libraries: C:\Datafoase\SLI.L Minimum Quality: 80 

C:\Databaee\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 5.97 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-“epoxy-14-hydro 000076-42-6 99 
Morphinan~6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 



772422.D Ned Jan 18 11:08:34 2012 Page 2 


Folk_OIG_PRR_ 021 367 









Area Percent / Library Search Report 


Information from Data File: 

File Name 

J:\2011\02 17 ll\772424.D 

Operator 

KAC 

Date Acquired 

17 Feb 2011 15:53 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMe th 

DRUGS,M 

Integrator 

RTE 


Abundance TIC: 772424.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


772424.D 


Wed Jan 18 11:08:40 2012 


Page 1 


Folk_OIG_PRR 021368 






Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\02_17_11\772425.D 

Operator : KAC 

Date Acquired : 17 Feb 2011 16:06 

Sample Name : BH9MHHHHS 

Submitted by : ASD 

Vial Number : 25 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance 

80000 o! 


600000 

400000 

20°°OOL 

j| 

04 T t- 

Time-~> 2*00 


TIC: 772425.D\data.ms 
5.^72 


4.193 



Ret. Time 

Area 

Area % 

Ratio 

1*895 

152214 

7.10 

10.94 

4.193 

600290 

28,00 

43.13 

5 * 972 

1391704 

64.91 

100.00 


772425.D Wed Jan 18 11:08:45 2012 Page 1 


Folk_OIG_PRR_021369 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AequisitionMe th 
Integrator 


J:\2011\02_17_11\772425,D 
KAC 

1? Feb 2011 16:06 


ASD 

25 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: SO 


PK# RT 

Library/ID 

CAS# 

Qual 

1 1.90 

C:\Database\NIST05a.L 




Triacetin 

000102-76-1 

90 


Triacetin 

000102-76-1 

90 


1,2,3-Propanetriol, diacetate 

025395-31-7 

83 

Abundance 

Average of 1.853 to 1 .996 min.: 772425.D\data.ms 

(•) 



80 

60 

40 

20 

0 


m/z-> 

Abundance 

80 

60 

40 

20 


40 


103 


86 


116 


145 


53 61 73 

n 1 1 « 1 t si ! " f I|IIU I'lTn | ! ,'1'rpTTTjTf i , ■ tttttttt- rp" rnr j t n-rp-rr-rj-i 


158 


207 


30 40 50 60 70 80 90 100 110 120.130 140 150 .160 170 J 80 190 200 

#70186: Triacetin 
4& 


27 


103 


57 73 86 

T^ i T7^'T T ~T|-T i -{-- |T p " t I rp I 


116 


145 


ry-rrr-rrp 


158 

TTTTTTn 


O'rrrrr, 

m \ 2 .-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


772425.D Wed Jan 18 11:08:45 2012 Page 2 


Folk_OIG_PRR 021370 













Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\02_17_11\772425.D 

Operator : KAC 

Date Acquired : I7Feb2011 16:06 

Sample Name : 

Submitted by : ASD 
Vial Number : 25 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Dafcabase\PMWJTOX2 *L 

PK# RT Library/ID CAS# Qual 


2 4.19 C:\Database\NIST05a.L 

Bromoacetic acid, pentadecyl ester 131143-01-6 95 
1-Heptadecanol 001454-85-9 95 
1-Hexadecanol 036653-82-4 94 


Abundance Average of 4.161 to 4.405 min.; 772425.D\data.ms {-) 

I 



Abundance #151605: Bromoacetic acid, pentadecyl ester 


m/z--> 



255 

r ”|.*. r! H.r"r~T , "‘i.ri 

220 240 260 



772425.D Wed Jan 18 11:08:46 2012 


Page 3 


Folk OJG PRR 021371 


























Area Percent / Library Search Report 


Information from Data Pile: 

Pile Name : J:\201l\02__17_ll\772425.D 

Operator : KAC 

Date Acquired : 17Pe^2011 16:06 

Sample Name : 

Submitted by : ASD 
Vial Number : 25 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


3 5.97 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4 , 5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 




772425.D Wed Jan 18 11:08:47 2012 Page 4 

Folk OIG_PRR_021372 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitiortMeth: 
Integrator : 


Data File: 

J:\2011\02JL7JL1\772427,D 
KAC 

17 Feb 2011 16:31 

BLANK 
ASD 
1 

DRUGS . M 
RTE 


Abundance TIC: 772427.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


772427.D 


Wed Jan 18 11:10:07 2012 


Page 1 


Folk OIG_PRR_021373 






Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\02_17_ll\772428.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


I7Feb20U 16:44 
ASD 


Abundance TIG: 772428,D\data.ms 



Ret. Time 


Area Area % Ratio % 


1.895 

112743 

9.63 

15.22 

4.193 

317947 

27.14 

42.93 

5.96? 

740606 

63.23 

100.00 


772428.D Wed Jan 18 11:10:12 2012 Page 1 


Folk OIG_PRR_021374 











Area Percent / Library Search Report 


Information from Data File: 


File Name 

J:\2011\02 17 11\772428.D 


Operator 

KAC 


Date Acquired 

17 Feb 2011 16:44 


Sample Name 



Submitted by 

ASD 


Vial Number 

28 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1.89 C:\Database\NIST05a.L 


Triacetin 

000102-76-1 

83 

Triacetin 

000102-76-1 

78 

1,2,3“Propanetriol, diacetate 

025395-31-7 

64 


Abundance 

] 

801 
801 
40 
20 
07 

m/z~> 

Abundance 

80 j 
60 

40 

20 


4;3 


Average of 1,858 to 2,022 min.: 772428.D\data.ms (-) 


103 


u 


50 57 73 


86 


116 


145 


rpr 


158 


207 




rps 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 

#70186: Triacetin 
4£3 


0 L 


27 


103 


116 


145 


158 




57 73 86 

yr-r-rr j -Hr TTTTt i yri ~i ; | , r 1, f"r T’~i"ind-rj-rr T ' rj *7 rr-p n 1 1‘ryn-rryr-f- 1 • T ^-rr4~ T j"s 

30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


772428.D 


Wed Jan 18 11:10:13 2012 


Page 2 


Folk OIG PRR_021375 














Area Percent / Library Search Report 


Information from Data File: 


File Marne 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\2011\02_17_11\772428.D 

KAC 

17 Feb 2011 16:44 


ASD 
28 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


4,19 C;\Dafcabase\NISTQ5a,L 



Bromoacetic acid, pentadecyl ester 

131143 - 01-6 

95 


1-Heptadecanol 

001454-85-9 

95 


Bromoacetic acid, hexadecyl ester 

005454-48-8 

91 

Abundance 

Average of 4.161 to 4,336 min,; 772428,D\data.m$ (-) 



80 

60 

40 

20 

0 


55 


43 


> J 


83 

69 | 97 


111 


125 


281 


ro/z~> 

Abundance 

80 

60 

40 

20 

0 

m lz~> 


| l WQ 152 166 180 198 207 224 252 

-ffT' ff | -t— | ' i»v i . >»■ { 1 iTr . > 7.r T T"rp"i ' i < f 1 " t 7 ij ' - i ' -i-rnr-pT- 

40 60 80 100 120 140 160 180 200 220 _ 240 260 280 


4& 55 


#151805: Bromoacetic acid, pentadecyl ester 


29 


liji 

jIILjl 


69 


83 


97 


111 


123 


139 182 208 


K-n-r- 


255 

-r-rVy-r- 


40 60 80 100 120 140 .160 180. 200 220 240 260 280 


772428.D Wed Jan 18 11:10:13 2012 


Page 3 


Folk_OIG_PRR_021376 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 

J:\2G11\02 17 ll\772428.D 


Operator 

KAC 


Date Acquired 

17 Feb 2011 16:44 


Sample Name 



Submitted by 

ASD 


Vial Number 

28 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C;\Database\PMWJTOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


5.97 


C:\Database\NIST05a,L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 


99 

99 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 6.936 to 6.163 min.: 772428.0\data.m$ (-) 


316 


44 


70 

1 


230 


?/ 


JiJU 


116 


84 98 


T 1 




140 


Uiii] 


T 1 



201 


187 1 

161 

li, 

f| | 214 

M ,[ I 

rrr r 



258 


244 


282 


300 




366 


Abundance 

801 
601 

J 

! 

201 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#134017: Morpbinan~6~one, 4,6-epoxy~14-hydroxy-3*methoxy47-niethyh (S.alpha.)- 


230 


42 


70 


115 


56 

^ uU h. 

r~ r^r-r-p-r- 


.84 98 

■ ,l,,l 1.1,1 U. 

trjViHVrr 


140 187 

16917,3 


201 


215 


258 


... . .. a j ,i 2 i 4 t i 


300 


15 28 

Q l A -pHA- 

m/z«> 20 40 80 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


772428.D 


wed Jan 18 11:10:14 2012 


Page 


F olk_OIG_P RR_021377 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


J:\2011\02_17_11\772430.D 

KAC 

17 Feb 2011 17;09 


ASD 
30 

DRUGS.M 
RTE 


Abundance 

I 

eOOQQoi 


TIC: 772430.D\data.ms 
5i87 


4.193 


400000 

200000 

0 

Time~> 


i 

j 

'895 

|j 


i 

i 

L .... _i 

l 



2.00 2,50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6,50 7.00 _7.50 8.00 8.50 9.00 9,50 


Ret.. Time 


Area Area % Ratio % 


1.895 
4.193 
5.967 


154698 

502210 

1064182 


8.99 

29.18 

61.83 


14.54 

47,19 

100.00 


772430 ,D 


Wed Jan 18 11:10:21 2012 


Page 1 


Folk OIG_PRR_021378 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisifcionMefch 
Integrator 


J:\2011\02_17_11\772430.D 

KAC 

17 Feb 2011 17:09 


ASD 
30 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

1.90 

C:\Database\NIST05a.L 





Triacetin 

000102-76-1 

90 



Triacetin 

000102-76-1 

90 



Triacetin 

000102-76-1 

83 


Abundance 


80 


4b 


Average of 1.863 to 1.953 min.: 772430.D\data.m$ (*) 


60 


40 


m/z~> 


20 

0 


rp" , rn'|‘n‘ T 

30 40 


53 s, 1 

T ! * * T ‘ I r 

50 60 



Abundance 


80 i 


60 


40! 


20 


a 27 


m fz~> 


4b 


30 


1 r 11 

40 


57 


73 

-nnnr r rH~r 


86 


#70186: Triacetin 


103 


rlrrry 


116 


145 


158 


r T 


'"p- 


50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


772430.D Wed Jan 18 11:10:22 2012 


Page 2 


Folk OIG PRR 021379 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acqui s i t i oriMe th 
Integrator 


J:\2011\02_17_11\772430.D 

KAC 

17 Feb 2011 17:09 


ASD 
30 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI .h 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


4.19 C:\Database\NIST05a .h 


Bromoacetic acid, pentadecyl ester 

131143-01-6 

95 

1-Heptadecanol 

001454-85-9 

95 

1-Hexadeeanol 

036653-82-4 

94 


Abundance 


nvz--> 

Abundance 

80 

60 

40; 

20 


56 


Average of 4.151 to 4.342 min.: 772430.D\data.ms {- 


43 


80 




8 

3 






69 

97 


60 

1 







40 














V 

11 

20 : 





j 


125 

O 1 

|j 

i-rJt 



¥""% .r* 

Li 

1 1 154 188 181 196 207 224 252 

r-T-r-rS if r lJ h-TiVrr1 f i fT-r TtTrWtT rn r" rrrr t 


40 


60 


80 


<3 55 


29 


69 83 


100 120 140 160 180 200 

#151605: Bromoacetic acid, pentadecyl ester 


97 


281 

220 240 260 280 


q j ji r . 4 .m. Y 4l 

40 






60 


80 


111 


123 

>i I 1 ^9 153 iR7 208 

Xil-, ri4w- 


255 


T" 


100 120 140 160 180 200 220 240 260 280 


772430.D 


Wed Jan 18 11:10:23 2012 


Page 3 


FolkJ3IG__PRR 021380 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMe t h 
Integrator 


J:\2011\02_17_11\772430.D 

KAC 

17 Feb 2011 17:09 


ASD 
30 

DRUGS.M 
RTF 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 
Minimum Quality: 80 

PK# 

RT Library/ID 

CAS# Qual 


5,97 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40! 

20 

0 

m/z~> 

Abundance 

| 

80 

60 

40 

20 

0 

ro/z~> 


Average of 5,930 to 6.163 min.: 772430,D\data.ms (-) 


315 


44 


70 


230 


$7 


. . JU.rl li 


115 


140 


201 


84 


98 




188 

159 1 T 5 )1 


215 


258 


244 


300 


ii 272 287 * 

TT^H-ri. rr-r-r't 


355 


T ^' T ^ T T^ f T t 1 4 ' I ‘ ' r P.r-T-7-p-. i > | > i r n . rr-rr-p'T-1 <~p « ri-p-rr-Tq 

20 40 60 80 ICO 120 140 160 180 200 220 240 260 280 300 320 340 

#134017: Morphinan-S-one, 4 f 5-epoxyd44*ydfoxy-3-methoxyd7~methyh (S.alpha.)- 


230 


42 


115 


15 28 


7 7 

0 

140 187 1 

ji 55 

.84 98 

,1 169173 ill .I 

!‘i M.il:!.|!'l. ii iMl. 

:M »J*! it 

> ,1. ,1. il.i l.'l, I, 


215 

|| 


258 

244 1 2T 2 286 3 ? 0 


T 1 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


772430.D wed Jan 18 11:10:24 2012 


Page 4 


Folk_OIG_PRR 021381 



















Area Percent / Library Search Report 


Information from Data File: 

File Name 

J:\2011\02 17 ll\772432.D 

Operator 

KAC 

Date Acquired 

17 Feb 2011 17:34 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 772432.D\da(a.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772432.D Wed Jan 18 11:10:30 2012 


Page 1 


FolkJ3IG__PRR 021382 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


J:\2011\02JL7_ll\772433 ,D 
KAC 

17 Feb 2011 17:47 


ASD 

33 


AcquisitionMeth : 

DRUGS . M 



Integrator 

RTE 



Abundance 



TIC: 772433.D\data.ms 




5. 

^67 

600000' 





400000 




I 

i 

200000 





0 V'i'T TH.HTITT 

rm i i » r' 

n t ; n i"i i"n rv r- 

iVrTt i i \ i m t \ i < i i rv t i < iTTri i t’iT\ t n n it i 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.967 

1146126 

100.00 

100.00 


772433,D 


Wed Jan 18 11:10:36 2012 


Page 1 


FolkJ3IG__PRR 021383 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

J:\2011\02 17 11\772433.D 


Operator 

KAC 


Date Acquired 

17 Feb 2011 17:47 


Sample Name 



Submitted by 

ASD 


Vial Number 

33 


Ac qui 3 itionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C;\Datahase\NIST05a,L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PKtf RT 

Library/ID 

CAS# Qual 


l 5.97 C:\Database\NlST05a.I* 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 


80 


60 

40 

20 


Average of 6.930 to 6.152 min.: 772433.D\data.ms (-) 


44 


70 


P6 


UUL 


115 


84 


140 


128 

k 


315 


230 


201 


187 


159 1^5 I 


215 


258 


244 

.!■ I. 


272 287 300 

r~t4 


341 


i-' i^r r V j t ' < T ^qV -rT ^yrt "i 1 i {" ' r r - " > ■ f j i'-r t -f ] V "I '-rryT-rrry^rrT‘|" rrfi | ■rn-rpr 

mfe-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 __ 320 340 


Abundance 


80 


601 


40 


20 


#134017; Morphinan-6-one, 4,5-epoxy-14-hydroxy~3mmfhoxyd7~metbyK (S.alpha.)- 


42 


70 


55 


! 1 5 2a I] 7 j .84 ~ .j. ,1 I w ;;jM 4 p \ 


98 


315 


230 


115 201 

^ 140 187 ! 

128 1 159 175 


215 


miz-> 


258 

2 f I 272 286 300 


iii 


-r"V"T"T ’ i rj~! 


rp-n-f-p- 

20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


772433 .D 


wed Jan 18 11:10:37 2012 


Page 2 


Folk_OIG_PRR_021384 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\2011\02_17_11\772435.D 

KAC 

17 Feb 2011 18:12 


ASD 
35 

DRUGS.M 
RTE 


Abundance 

600000) 


TIC: 772435XHdala ms 


5.067 


400000 

200000 


Time~> 


0 T *r-inr-r-p r ttt fT TTTT rr : . V ^ ^ T - 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50.6.00 6,50 7,00 7.50 8.00 8.50 9 00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

5.967 

956067 

100.00 

100.00 


772435 .D 


Wed Jan 18 11:10:44 2012 


Page 1 


Folk_OIG_PRR_021385 












Area Percent / Library Search Report 


Information from Data File: 

File Name : J;\201l\02_17_ll\772435.D 

Operator : KAC 

Date Acquired : 11 Feb 2011 18:12 

Sample Name : 

Submitted by : ASD 

Vial Number : 35 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID CAS# Qual 


1 5.97 C:\Database\NIST05a.L 

Morphinan~6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 



772435.D Ned Jan 18 11:10:45 2012 Page 2 


Folk_OIG_PRR 021386 















Area Percent / Library Search Report 


Information from Data File: 

B'ile Name 

J:\2011\02 17 ll\772437.D 

Operator 

KAC 

Date Acquired 

17 Feb 2011 18:37 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 772437,D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* ** 


772437.D 


Wed Jan 18 11:10:52 2012 


Page 1 


FolkJ3IG__PRR 021387 













Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name ; 
Submitted by 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

J:\2Qll\02_17JLl\772438 .D 
KAC 

17 Feb 2011 18:50 

38 

DRUGS.M 
RTE 


Abundance 

800000) 


600000 


400000 


200000 


:895 


TIC: 77243S.D\data.m$ 
5.§67 


4.193 


-'p- 


"T 


Time«> 2.00 2.60 3.00 3.50 4.00 4.50 5.00 


t ~t*i rrr 

5.50 6.00 


n-p r> rm 

6.50 7.00 


rr r , » * • m • ’ r! n 1! 
7.50 8.00 8.50 


rr-TTT 

9.00 


ttttt- 

9.50 


Ret. Time 


Area Area % Ratio % 


1.895 
4,193 
5.967 


167897 8.09 12.72 

587039 28.29 44.47 

1320172 63.62 100.00 


772438 .D 


Wed Jan 18 11:10:57 2012 


Page 1* 


FolkJ3IG__PRR 021388 








Area Percent / Library Search Report 


Information from Data File; 

File Name : J:\2011\02_17JLl\772438.D 

Operator : KAC 

Date Acquired : 17 Feb 2011 18:50 

Sample Name : 

Submitted by : ASD 

Vial Number : 38 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NISTQ5a.L 

C: \Da tabase \ PMW__TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: BO 

PK# 

RT Library/ID 

CAS# 

Qual 


1 

1.90 

C:\Database\NIST05a.L 





Triacetin 

000102-76-1 

90 



Triacetin 

000102-76-1 

90 



Triacetin 

000102-76-1 

90 


Abundance Average of 1.853 to 1.985 min.: 772438.D\data.ro$ {-) 

i 

80 j 
60 


40 J 
20 

0 jTT-rrTTTT r*pr 

m/ 2 -> 10 20 30 


57 73 86 

^ T - T 4J4^ T -- r ..p;.. T l r ^-. T - T .- T - .1 r . pr-T 

40 50 60 70 80_ 90 


103 

116 

■*" I • 1 ' 1 I r-tA-ry-r r i « j ~r 

100 110 .120 130 


145 

158 

-rp-Vn^-rr'i-r 

140 150 160 


Abundance 


80 


60 
401 


20 J 

I 16 

0 s ; 's-ti-? 'j T 

m/z-> 10 20 


#70184: Triacelin 
43 


j 103 145 

29 57 74 86 | ^ | 158 

r*r~j~r f I' r-r-pr-r-r * q*r mr-pr-r-f- r --|* r -rrrj'T i t'TT'| r rl rT~r~f~j-v~ 

30 40 50 60 70 80 90 100 110 120 130 140 150 160 


772438.D Wed Jan 18 11:10:58 2012 Page 2 


Folk_OIG_PRR 021389 














Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

J;\2011\02 17 11\772438 . D 


Operator 

KAC 


Date Acquired 

17 Feb 2011 18:50 


Sample Name 
Submitted by 



Vial Number 

38 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

2 4.19 C:\Database\NIST05a.L 



Bromoacetic acid, pentadecyi 

ester 131143-01-6 95 


1-Heptadecanol 

001454-85-9 95 


l-Hexadecanol 

036653-82-4 94 


Abundance 

80 j 
6oi 

40 

20 


m/z-> 

Abundance 

i 

| 

80! 
60 

40 

20 

0 

m/z-> 


56 


Average of 4.156 to 4.384 min.: 772438.D\data.ms (-) 


43 


83 


Ol-i-r-r-j 


69 


40 


60 


97 


111 


80 


125 

Jl Ji 154 168 182 194 207 224 

*1 * » ,y l' « I 1 r T * 1 . * "» r^ TT 7 4l , " t . f . 


4|3 65 


29 


69 


83 


100 120 140 _ 160 .180. 

#151605: Bromoaceticacld, pentadecyi ester 


97 


200 220 


252 


240 


t4 


in 


123 


40 


60 


80 


139 152 208 


281 


26cT~ 280 


X 


255 

■ J nr T ~ rnrT T‘ 


100 120 140 160 180 200 220 240 260 280 


772438,D 


Wed Jan 18 11:10:59 2012 


Page 3 


Folk_OIG_PRR_021390 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\2011\02_17_11\772438.D 

KAC 

17 Feb 2011 18:50 


ASD 
38 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PKi* 

RT Library/ID 

CAS# 

Qual 


5.97 C:\Database\NIST05a.L 

Morphinan-6~one f 4 ,5-epoxy-14-hydro 000076-42 -6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 

0 ] 

m/z-> 

Abundance 

80 

60 

40 


20 


Average of 6.930 to 6.147 min.: 772438.D\data.ms (-) 


44 


70 


230 


§7 


Ml 


115 


84 98 


i Iu.Uh il6. ifti i 1 


140 


201 


188 


161 


175 




215 


* jU 


268 

244 I 272 286 300 


1 -rrT-in-fVTWp n -T- r i-VS r ' rrfri 'T t ' j V -r rxyrrrffHrT -rt m" r r-rryr^rrjr-rT-T^ ri T-rj-T-r-T-i-} i 

20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#134017: Morphtnan-O-one, 4,6'epoxy-14-hydroxy-3-m©thoxyd7-methyl- v (S.aipha.)* 


356 


230 


42 


70 

(15 28 || 55 ! 84 98 

i., j, . . T 4 Ntt A ! i ¥ * M 1 1 M* : »»' 


115 


1 f° 187 

! 159173 


201 


215 


258 


{ k>k T'lA A ,1 I, 2 f ! 272 286 3 f l 

TyT-rf 1 ! i t Vi' i ~|^rr- 1 Vj i i i i | 1 r' -rr ^ i Vi Y j - W-r-i " j r Tri i i i i.r j . i ■ ■ ■^ 'TTrrrT 


0 *i"I | i - i - t -i-Y i' - t' i i |' i i i"i ri i i’i’ j 

m /?.-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


772438.D Wed Jan 18 11:10:59 2012 Page 4 


Folk_OIG_PRR 021391 

























Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\02JL7_11\772440.D 

Operator ; KAC 

Date Acquired : 17 Feb 2011 19:15 

Sample Name : mHHHH 

Submitted by : ASD 

Vial Number : 40 

AcquisitionMefch: DRUGS,M 

Integrator : RTE 



Ret. Time 

Area 

Area % 

Ratio 

1.895 

135913 

8,40 

13.66 

4.193 

487045 

30,10 

48.95 

5.967 

994916 

61.50 

100.00 


772440. D Wed Jan 18 11:11:06 2012 Page 1 


Folk_OIG_PRR 021392 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J;\2011\02_17JL1\772440.D 
KAC 

17 Feb 20X1 19:15 


ASD 

40 

DRUGS,M 
RTE 


Search Libraries: C:\Database\8LI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

1.90 

C:\Datafaase\NIST05a.L 





Triacetin 

000102-76- 1 

90 



Triacetin 

000102-76-1 

90 



Triacetin 

000102“76 - 1 

90 


Abundance Average of 1 .858 to 1 .985 min. : 772440. D\data.ms (-) 

I 4j3 


80 


80 


40 


20 


m/z~> 


0 Ip,-!-, y. v ...| 

10 20 


103 


57 


30 40 


r-rp- 

50 


- Tr'j'r'i 

60 


73 

-T^rrr 


70 


118 


145 


86 | T I 158 207 

-rf-rp- TY-r j " t i t-TT T rr4--T-|-r-rrpr iTTTpTVqTrrrpTrrI’nTrfrrrrfT-i Trp-rrp-t 

90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 

j 4j3 

1 

801 i 


#70185: Triacetin 


60; 
40 j 


20 i 


Or 


15 


m/z-> 


28 ^ 
rtTTT'ri'im t t*t*t 

10 20 30 40 


103 


61 

ri'rjV 


73 

-tVH 


50 60 70 


86 

tTti 


95 


145 


116 

J. 


159 


' 1 11 " 1 1 " <T 

100 110 120 130 140 150 160 170 180 190 200 


772440 .D 


Wed Jan 18 11:11:06 2012 Page 2 


Folk_OIG_PRR_021393 





Area Percent / Library Search Report 


Information from Data File: 



File Name 

J:\2011\02 17 11\772440.D 



Operator 

KAC 



Date Acquired 

17 Feb 2011 19:15 



Sample Name 




Submitted by 

ASD 



Vial Number 

40 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Datafoase\SLI.L 

Minimum Quality 

: 80 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PK# RT 

Library/ID 

CAS# Qual 


4.19 C:\Database\NIST05a.L 


l-Heptadecanol 

001454-85-9 

95 

1-Hexadecanol 

036653-82-4 

95 

Bromoacetic acid, pentadecyl ester 

131143-01-6 

94 


Abundance 


m/z--> 
Abundance 


43 5*7 


Average of 4.161 to 4.405 min.: 772440.D\data.ms (-) 


T' « tTfT-n. -r . r h . I . r^rn-Y-T- T - - ! . I | .ft < f | i r ■ « j i i ■ i f 

40 60 80 J00 120 140 J60_. 180 _ 200 220 240 260 280 



83 


97 


111 


125 

-1 


139 154 167 182 194 207 224 


252 


281 


#96333; 1-Heptadecanoi 


83 




97 


111 


125 


139 


m/z~> 


153 167 182 210 238 

i^- T.[ ■ .r - *f.T. r -|*T~-r-- r-r L v.. r - r ~ r ~ r -|--■ 


40 60 80 100 120 140 160 180 200 220 240 260 280 


772440 . D 


Wed Jan 18 11:11:07 2012 


Page 3 


Folk_OIG_PRR_021394 

























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\201l\02JL7_ll\772440.D 
KAC 

JL7^Feb 2011 19; IS 

ASD 
40 

DRUGS.M 
RTE 


Search Libraries; 


PK# RT 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW T0X2.L 


Library/ID 


Minimum Quality: 80 
Minimum Quality; 80 


C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy“14-hydro 000076-42-6 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 
Morphinan-6-one, 4,S-epoxy-14-hydro 000076-42-6 


Abundance 


Average of 5,930 to 8.153 min,; 772440.D\data,ms {-) 


44 70 


16!174 1 


n i I Jite li JLU iLiULAsl ir:=, , r , It , r ~ I ,1 

U < h e .rt f“rti.r yV 'i r r ^ r . T -- T -- i 1 ■r r -r i T f I -r - 1 i < Hpi T - rr"p ^ r ~ r .. ^ . rT . T - r t j.. r ( ^ t r , rT -y~ rr 

m/z~> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


jS 2 f I 272 28 6 3( ? 0 ,1 

^ .ftri-rY* IMTrfrVrv|-T-rri L 


Abundance 


#134017: Mofphinarv6-one 5 4,5-epoxy-14-hydroxy-3-melhoxy-17-nriethyl- t (S.alpha.)- 

3l5 


20 l f 7 ,° 1 f 1f0 187 ! 268 j 

> 28 I f „i ,j„ k k.'Hl k .I..I 2 f I 272 286 3 ?° | 

U ii -j-rrr-r t V i *r '| r rr-r V p " ,, r"f V | t- t >' rf‘i »t ■■ T - r t* j -rT-| -i"|T-i ' ■ rrj-ri^TVrTl-r' iTTi ri ttt 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


772440 .D 


Wed Jan 18 11:11:08 2012 


Page 4 


Folk_OIG_PRR_ 021 395 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\2Q11\02JL7 11\7?2442,D 
KAC 

17 Feb 2011 19:40 

BLANK 
ASD 
1 

DRUGS . M 
RTS 


Abundance TIC; 772442D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


772442.D 


Wed Jan 18 11:11:14 2012 


Page 1 


Folk_OIG_PRR_ 021 396 










Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\201l\02__17_ll\772443.D 

Operator : KAC 

Date Acquired : 17 Feb 2011 1.9:53 

Sample Name : 

Submitted by : ASD 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


TfC: 772443.DWata.ms 



Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5,50 6.00 6,50 7.00 7,50 8.00.8,50 9.00 9.50 


Ret, Time 


Area Area % Ratio % 


1.895 138753 7.44 11.84 
4.193 553290 29.68 47.19 
5.967 1172392 62.88 100.00 


772443,D Wed Jan 18 11:11:19 2012 Page 1 


Folk OIG PRR 021397 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

J:\201l\02 17 11\772443.D 


Operator 

KAC 


Date Acquired 

17 Feb 2011 19:53 


Sample Name 



Submitted by 

ASD 


Vial Number 

43 


Acquis!fcionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

1 1.90 C:\Database\NIST05a.L 



Triacetin 

000102-76“1 90 


1,2,3 - Propanetriol, diacetate 

025395-31"? 90 


Triacetin 

000102-76-1 90 


Abundance Average of 1.853 to 1.985 min.; 772443.D\data.m$ (-) 

j 43 

80! 

I 

601 


40 


20 

0 

m/z-> 




57 

103 

73 86 97 1 

116 

ij 

145 

158 

1™ T 7 " 7 

0 20 

30 

' ,_r Ti 

40 

4-t-i. 

50 60 

, v _ T r f-T-T'T-l-U-r 

70 80 90 100 . 

110 120 

t"T j I ( "■; f | x rM i "j i f i 1 j~ t 

130 140 150 160 

Abundance 



4 

3 

#70184: Triacetin 



80 








60 








40; 








20 





103 

116 

"T-J-T-T- 

145 

0 

*15 

29 

- T *n > *■ 

ttt+ 

57 

74 86 

~r i-t-t 1 "!. i i |- r i.r r j n r 

158 

- rr .] TITr {Tl f l » "fTTT-i"tr 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 


772443.D Wed Jan 18 11:11:20 2012 Page 2 


Folk_OIG_PRR 021398 







taea Percent / Library Search Report 


Information from Data File: 



File Name 

J:\2011\02 17 11\772443.D 



Operator 

KAC 



Date Acquired 

17 Feb 2011 19:53 



Sample Name 




Submitted by 

ASD 



Vial Number 

43 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASK 

Qual 


4.19 C:\Database\NIST05a.L 

Bromoacetic acid, pentadecyl ester 131143-01-6 95 
1-Heptadecanol 001454-85-9 95 
1-Hexadecanol 036653-82-4 94 


Abundance 

80 

60 


43 




Average of 4.162 to 4.379 min.: 772443.DWata.ms <-) 


40j 

20 

OW 


m/z--> 
Abundance 

80 

60 

40 

201 

oU 


40 


83 


69 


97 


r r 

60 


111 


125 


80 100 120 


139 154 167 180 191 207 224 252 

.T^ ' P r 'r~t A -ry-i y-rnTT-ry-T-Y-r-r-j-t i TTjTT-rqp 

140 160 180 200 220 240 260 280 


281 

y- 


43 55 


#151605: Bromoacetic acid, pentadecyl ester 


29 


69 S3 


97 


111 


m /z~> 


40 


80 


80 


I 

11. 1 A.l I 

jjy, r \ 

123 

ill, 

U . .Liiili 

139 

JL .. 

153 167 

♦ ,iiii . * r . 

182 208 
,1 192 a 

255 

) 1 

100 

r*r 

120 

7 — nr* r 

140 

ttt" rrr 

160 

nr-j^ri-rT^-rnr-rr-l rf 

180 200 220 

240 260 280 


772443, D 


wed Jan 18 11:11:21 2012 


Page 3 


Folk_OIG_PRR_021399 






















Area Percent / Library Search Report 


Information from Data Pile; 



File Name 

J:\2011\02 17 11\772443.D 



Operator 

KAC 



Date Acquired 

17 Feb 2011 19:53 



Sample Name 

iHHHHHM 



Submitted by 

ASD 



Vial Number 

43 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C: \Database\SLI.L 

Minimum Quality: 

: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 

: 80 

PK# RT 

Library/ID 

CAS# Qual 


3 5.97 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6~one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

801 
60 

40 

20 

O' 

m/ 2 ~> 20 

Abundance 

I 

80 j 
60 ‘ 

40 

20 


Average of 5.930 to 8.121 min.: 772443.D\data.ro$ {-) 


44 


70 


230 


115 


140 


7 

|f : 

84 98 

j! 1 1 ,| ,! 

■, b 

. 1591 / 

'c i tl ii jj 

187 

pi i 

214 

Ft I 1 

258 

244 1 281 300 


I; 1 ;!' lUAl' 

rr T r ri 1 f i YT 


rrn-T“ 

“nr ri-rr T 

■W#rt 4 



341 35£ 


.T 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#134017: Morphinan-6-one, 4,5-epoxy44*hydroxy-3-methoxy-17-methyi“ J (S.afpha.)- 


230 


42 


15 28 

0 Mr- 


70 


115 


! 55 




J ,h< , 

rT-r-r-r-T-T-p 


,84 98 

. J. J. jLU 

T ^ TT _ rr -p. i 


140 


201 


187 


15917,3 }l| A 

f'Lkh.^k A 


215 


258 


I 2 1 4 1 272 235 


rrjTTTl- j i rT-Tp-r-»-r“rT“i 


1 |« |ti 


300 


-pn 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


772443.D Wed Jan 18 11:11:21 2012 Page 4 


Folk_OIG_PRR_021400 



















Area Percent / Library Search Report 


Information from Data File: 

File Name 

J:\2011\02 17 ll\772448.D 

Operator 

KAC 

Date Acquired 

17 Feb 2011 20:55 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 772448,D\data,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772448,D 


Wed Jan 18 11:11:36 2012 


Page 1 


Folk OIG PRR 021401 












Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

J:\2011\02_17_11\772422.D 

KAC 

17 Feb 2011 15:28 

OXYCODONE STD 

22 

DRUGS, M 
RTE 


Abundance TIC: 772422.D\data.ms 

I 5i73 


800000 

600000 

400000; 


200000 


0 


~r 


rp 




Tlme-> 2.00 2.60 3.00 3.60 4.00 4,50 5.00 5.50 6,00 6.50 7,00 7.50 


TT-TT-T 

8.00 




r 


S.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

5.973 

1447695 

100.00 

100.00 


772422.D Wed Jan 18 11:12:15 2012 Page 1 


F o I k_01 G_P R R_021402 










Area Percent / Library Search Report 


Information from 
Pile Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator 


Data File: 

J:\2011\02_17_ll\772422.D 
KAC 

17 Feb 2011 15:28 

OXYCODONE STD 

22 

DRUGS , M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMWJTOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


5.97 C:\Database\NIST05a.L 

Morphinan-6“one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 




80 




60 





44 

70 

40 

| 



20 



>7 

P 

! i 

OWrrrTrf 

s# 

ill 

AM 

m/z~> 

20 40 

60 


Average of 6.930 to 8.158 mia: 772422<D\data.m$ (-) 


. 84, 


116 


98 


140 


230 


201 


187 


i MLai A .a 1 


215 


"fi 




258 


prr-r^p 


2 ^2 286 


300 


35£ 


80 100 120 140 160 180 200 220 240 260 _ 280 300.320 340 


Abundance 


80 


80 


40 


201 


#134017; Morphinarv6-or\e s 4,5'epoxy-14-hydroxy-3-rnethoxy-l7-methy!- } (5.alpha.)- 


42 


m/z*-> 


15 28 

0 r V i .i"V"i.r y 


70 


55 


,84 98 

i ,U. it.u 

Wj-r-^ - 


230 


116 


140 


201 


187 | 

, 159173 ji , 

.1 , M, MJk 4 


216 


25$ 


■-rl-r^nrT^rYi 


,1 y, 244 | 2 T 2 286 

i ’tiVl'V) f| V t tt' j \ t■ 


300 


’TTTTTTI 


T 


20 40 60 80 100 120 140 160 180 2C0 220 240 260 280 300 320 340 


772422.D Wed Jan 18 11:12:16 2012 Page 2 


Folk_OIG_PRR_021403 












Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

J:\2011\02_17_11\772469.D 
KAC 

18 Feb 2011 1:30 

BLANK 

2 

WSCREEN.M 
RTE 


Abundance T(C: 772469.D\data.m$ 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772469.D Ned Jan 18 11:13:13 2012 Page 1 


Folk_OIG_PRR_021404 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\201l\02___l? ll\772470 . D 
KAC 

IB Feb 2011 2:04 

BUPRENORPHINE STD 

70 

WSGREEN.M 
RTE 


Abundance 


TiC: 772470.Q\data.ms 


600000 


16. 

m 


400000 





200000 

O 1 

“TT rrn rr 

mf^ffTTfr f-r i-TH rt-TT-r- 

. _ .... 

r ...... k > r r- T - T ~f r r rrri r^' 



Time-> 2.00 4.00 6.00 8.00 10.00.12.00 14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 


16.349 

2983065 

100.00 

100,00 



772470,D 


Wed Jan 18 11:13:17 2012 


Page 1 


Folk_OIG_PRR_021405 














Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\02_17JL1\772470.D 

Operator : KAC 

Date Acquired : 18 Feb 2011 2:04 

Sample Name : BUPRENGRPHINE STD 
Submitted by : 

Vial Number : 70 

AcquisitionMeth: WSCREBN* M 
Integrator : RTE 


Search Libraries: C:\Database\SLI*L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Datafoase\PMWJTOX2 .L 

PK# RT Library/ID CAS# Qual 


1 16*35 C:\Database\mBTOSa.h 

6. 14- Efchenomorphinan-7-methanol, 17 052485-79-7 99 

6.14- Bthenomorphinan-7-methanol, 17 0524 85-79-7 97 
6 ; 14~Ethenemorphinan-7-methanol, 17 052485-79-7 83 



772470,D Wed Jan 18 11:13:18 2012 Page 2 


Folk_OIG_PRR_021406 








Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\02JL7JL1\772472.D 

Operator' : KAC 

Date Acquired : 18 Feb 2011 3:12 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: WSCREEN.N 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS** * 


772472. D Wed Jan 18 11:13:24 2012 Page 1 


Folk_OIG_PRR 021407 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


J:\201l\02__17 ll\772473.D 
KAC 

18 Feb 2011 3:46 


ASD 
73 

WSGREEN . M 
RTE 


Abundance 

200000 

150000 

100000 

50000 


4.383 


I 3.404 


ill |[ J 


7.647 


ov 




TIC: 772473.0\data.ms 


16. 


601 


T-T-pr-T-T nr ! ! i j ry~i > r *"“] rn f P~] j j ? t pT t s f j f“7 t r'j n"T i F”" 1 n j > ft - 

Tlme-> 2.00 4.00 6.00 8.00 10.00 12'00 14^00 16.00 18.00 20,00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio : 

2.056 

186864 

10.59 

19.45 

2.27 0 

186880 

10.60 

19.45 

3.404 

132918 

7.54 

13.84 

4.383 

143428 

8.13 

14.93 

7.647 

153063 

8.68 

15.93 

16.301 

960579 

54.46 

100.00 


772473.D Wed Jan 18 11:13:29 2012 


Page 1 


Folk_OIG_PRR_021408 







Area Percent / Library Search Report 


Information from Data File: 

File Name : J:\2011\G2JL7_11\772473.D 

Operator : KAC 

Date Acquired : 18 Feb 2011 3:46 

Sample Name ; 

Submitted by : ASD 

Vial Number : 73 

AcquisitionMeth: WSCREEN,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2.06 C:\Database\PMWJTOX2.L 

Pentane 

2“Methylpropane 
Acetic acid 


000109-66-0 5 
000075-28-5 5 
000064-19-7 3 



Abundance #3812: Pentane P148 



772473.D Wed Jan 18 11:13:30 2012 Page 2 


Folk_OIG_PRR_021409 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


J:\2011\02_17 11\772473.D 
KAC 

18 Feb 2011 3:46 


ASD 
73 

WSCREEN.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

C:\Database\NISTG5a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 2.27 C:\Database\PMW_T0X2.L 

Ethylene glycol 
2 f 4~Dinitrophenol 
Dime thoxyet hane 


000107-21-1 9 

® 000051-28-5 1 

000534-15-6 1 


Abundance 

80 


3h 


60? 


Average of 2.240 to 2.418 min.: 772473.D\data.ms (-) 


40 


20 

0*■> 

m/z«> 


42 


J 

iL 

80 

L 5 , 6 ,\l\ 

72 

84 

133 

151 

166 

30 

m^Ti 

40 

r‘1 ’r "T* ■rrrt‘ i |1 «" 

50 60 

*t ~.|.r***?—r~r* pi.t.r‘"Ppt.r 

70 ... 80 90 

-r-rj-T-T-T-t- p-m i i I-T I (-1-T-T 

100 110 120 130 

i j x p i t | r*r~ 

140 150 ... 

. i j 11 . i 

160 


Abundance 

80 


|3j3 


60 j 

40 j 


43 


20! J 

0 ‘I-r-fr 4*i ■) 4 -j ^r~ v | >- 

m/z~*> 30 40 60 


#766: Ethylene glycol P6 


62 


T-pl hrTT ~i nrr~r ,, T'-| , , T ,< r "f " i t T-rr-f-rr - r « ( rrr i > i 1 r -pr r~\ .t.pi-fi.r-r-rt i‘"t. i'"'rT 

60 70 80 90 100 110.. 120 130 140 150 160 


772473.D Wed Jan 18 11:13:30 2012 Page 3 


Folk_OIG_PRR_021410 
















Area Percent / Library Search Report 


Information from Data File: 



File Name 

J:\2011\02 17 ll\772473.D 



Operator 

KAC 



Date Acquired 

18 Feb 2011 3:46 



Sample Name 




Submitted by 

ASD 



Vial Number 

73 



AcquisitionMefch 

WSGREEN♦M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality: 

80 


C:\Database\NIST05a.L 

C: \Database\PMW_TOX2.1, 

Minimum Quality: 

80 

PK# RT 

Library/ID 

CASK Qual 

3 3.40 C:\Database\PMW TOX2.L 




Acetaldehyde 

00007S-07-0 

4 


Ethylene oxide 

000075-21" 8 

4 


Acetic acid anhydride 

000108-24-7 

2 


! 


Abundance 

80 

60 

40 

20 


31 


0 ijrr-'i ‘ f' r |i 


43 


Average of 3,356 to 3.463 mm.: 7?2473.D\data.ms {-) 


61 


i 63 | 1 


72 


I 64 T 126 


102 


t~r.{ i | 4 *Tnrr"j~H* h | r'rrr j l i r« j r i r'j | i i {*rj'rk r ryT s 7 rp i 1 r'jT , n , i ,,, j 


rrrr-rrrrYr 


207 


m/z~> 20 30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 

80! 
60 
40 

20 


29 


#4193: Acetaldehyde 


PI 


44 


0 -p-fijlj |t„ r . r . r |l|i}i ) _ T ..j .- rrT 


Tj ' i. r rrj~i 


rrrrr rt r 1 \ »i t r » r m 


H 'mr r'TTTTi-r 


m/z-> 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


y- r rri~|“ 


772473.D 


Wed Jan 18 11:13:31 2012 


Page 4 


Folk_OIG_PRR_021411 

















Area Percent / Libx^ary Search Report 


Information from Data File: 


File Name 

J:\2011\02 17 11\7724?3.D 


Operator 

KAC 


Date Acquired 

18 Feb 2011 3:46 


Sample Name 

HMMHi 


Submitted by 

ASD 


Vial Number 

73 


AcquisitionMeth 

WSCREEN *M 


Integrator 

RTE 


Search Libraries: C: \Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


4 4,38 C:\Database\PMWJT0X2.L 

Acetic acid anhydride 000108-24-7 9 
Aminoethanol 000141-43-5 5 
Eticyclidine prec. (ethylamine) 000075-04-7 3 



60 

40 


20 


31 


60 


74 


j’XTyTT'VT^"^'nT"j'T , TTTYTTT'r| , TT , rrTTTT , rj ,, TiTT , |j , TT , i , '|'TTTTTTTTT^^ "HP T! 1 j mTyrrrr- 

m/z*-> 25 30 .35 40 45 50 55 60 65 70 75 80 85 90 95 100 105 110 115 120 125 130 136 


772473 .D 


Wed Jan 18 11:13:32 2012 


Page 5 


Folk OIG PRR 021412 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

J:\2011\02 17 11\772473.D 


Operator 

KAC 


Date Acquired 

18 Feb 2011 3:46 


Sample Name 



Submitted by 

ASD 


Vial Number 

73 


AcquisifcionMeth 

WSCREEN.M 


Integrator 

RTE 


Search Libraries : C: \Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PKtf RT 

Library/ID 

CAS# Qual 


7,65 C:\Database\NIST05a.L 
Octadecanoic acid 
Octadecanoic acid 
Octadecanoic acid 


000057-11-4 99 
000057-11-4 96 
000057-11-4 91 


Abundance 

80 
60 

40 

20 

i 

ot,... 


4* 60 73 


Average of 7.624 to 7736 min.: 772473.D\dala.ms {-) 


m/z«> 


32 


41 


129 


85 97 


115 




185 


1 t 3 157 171 




241 

207 227 | 255 

T J hW r rr 1 W 


284 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 


Abundance 


80 


60] 


40] 


20 


15 


43 


29 


57 


JfU 


73 


83 


m/z~> 


20 


40 


60 


^r 

80 


#114822: Octadecanoic acid 


129 


97 


115 


185 

i 


241 


143 i« 171 

157 


199 213 227 


“T 


255. 


265 


100 120 140 160 180 200 220 240 260 


284 


-t-t-K 

280 


772473 , D 


Wed Jan 18 11:13:33 2012 


Page 6 


Folk_OIG_PRR_021413 

































Area Percent / Library Search Report 


Information from Data File; 



File Name 

J:\2011\02 17 11\772473.D 



Operator 

KAC 



Date Acquired 

18 Feb 2011 3;46 



Sample Name 




Submitted by 

ASD 



Vial Number 

73 



AcquisitionMeth 

WSCREEN.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

: Qual 


16.30 C:\Database\NIST05a.L 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 95 

6.14- Ethenomorphinan-7-*methanol, 17 052485-79-7 93 

6.14- Kthenomorphinan-7-methanol, 17 052485-79-7 83 


Abundance 

80 

60 

40 

20 


6 $ 


30 


n... 


Average of 16.194 to 16.460 min.: 772473.D\data.ms {- 


84 1 o 1 

1.171 162 iai 2 9 7 ?23239256 281 


320 


336 352 


378 


410 434 


394 , I 46046? 

rr r i n r f tYTTT~rrfr rrir 


m/ 2 *-> 


I i j i t TV j’F'i i rjTV I 'U jTi / f\ H 1| YTr rfiTrt^-i-rry | i i t't ym i j t T r r| i > rrp"rr" i f-mrrrr 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


Ahtmdance#l8l814: 6,14~Ethenomorphinan*7-methanol ( 17*(oyctopropylmethyt)-.a!pha,-(1 l LdimethyJelhyl)'4,5-epoxy- 
I 3?8 


80 


60: 


40 j 


20 : 


m/z~> 


65 


13 


j 84 

[ j 123 141 161 161 !97 216 239 25 0 281 * 06 


336’ 


352 


r r~ T ^^-' f > T ^ r ^-vn r |-^ - ''r ’t - 't'-f-'T ,»-j {• rrVpTrriV rn j \ m pt^Tij TT ' r ' i ! i' H T'jVrrrri Tinry-rn 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


410 


394 


434 


450437 

JL 


772473 .D 


Wed Jan 18 11:13:34 2012 


Page 7 


Folk_OIG_PRR_021414 






Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

J;\2011\02_17_11\7724S1.D 
KAC 

18 Feb 2011 8:19 

BLANK 

2 

WSCREEN,M 
RTE 


Abundance T(C: 772481 .D\datams 



Ret. Time 


Area Area % Ratio % 


** *N0 INTEGRATED PEAKS** * 


772481.D 


Wed Jan 18 11:13:52 2012 


Page 1 


FolkJ3IG__PRR 021415 






Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

J:\2011\02_17_11\772482,D 
KAC 

18 Feb 2011 8:53 

BUPRENORPHINE STD 

70 

WSCREEN.M 
RTE 


Abundance 

600000 


400000 


200000 


TIC: 772482,D\dala.ms 


0 


16. 

349 

t. , i "i.i r f ■■•fTTr- 

l 


Time~> 2.00 4.00 6,00 8.00 10.00 12.00 14.00 16,00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 


16,349 

3000424 

100.00 

100,00 



772482 .D 


Wed Jan 18 11:13:57 2012 


Page 1 


FolkJ3IG__PRR 021416 







Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisifcionMeth: 
Integrator ; 


Data File: 

J:\2011\02_17_11\772482.D 

KAC 

18 Feb 2011 8:53 

BUPRENORPHINE STD 

70 

WSCREEN.M 
RTE 


Search Libraries; 


PK# 


RT 


C:\Database\SLI»L 
C;\Database\NlST05a.L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality; 80 


Library/ID 



CAS# 

Qual 

17 

052485-79-7 

99 

17 

052485-79-7 

98 

17 

052485-79-7 

64 


16,35 C;\Database\NIST05a.L 

6,14 -Ethenomorphinan- 7 “-methanol, 
6,14"Ethenomorphinan-7“methanol, 
6,14-Efchenomorphinan-7“methanol, 


Abundance 

80 

60 

40 
20 

OtVr 


m/x~> 


56 


Average of 16,212 to 16,674 mm/. 772482,D\data,ms (-) 


378 


84 


it. d . 


101 


,352 


394 




123 147166161197 2 ] 6 239 267284 308 336 " 

40 60 80 100 120 140 180 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


410 434 


4J0467 


Abtmdance#181814; 8* 144EihenQmofphinam7*roethanol, 17-(cyclopropylmethyl)-.alpha.-(1,1 -dimethylethyl)*4,5*epoxy* 


80 

60 

40{ 

20 


56 


8 


410 


84 


101 


iv 


123 141 161 181197 216 239 256 281 


308 

hrtrfr 


336 


362 


434 


3p4 




40 60 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


460467 

1. L . 


772482.D Wed Jan 18 11:13:57 2012 


Page 2 


i 

I 


Folk OIG PRR 021417 











Area Percent / Library Search Report 



Information from Data File: 

File Name 

F:\Ql-2011\System6\02 12 ll\771505.D 

Operator 

DJR 

Date Acquired 

12 Feb 2011 9:04 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

SCREEN.M 

Integrator 

RTE 



Ret. Time 


Area Area. % Ratio % 


***N0 INTEGRATED PEAKS*** 


771505.D 


Wed Jan 18 11:28:00 2012 


Page 1 


Folk_OIG_PRR_021418 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System6\Q2 12__ll\771506 . D 
DJR 

12 Feb 2011 9:38 

TESTOSTERONE ENANTHATE STD 

6 

SCREEN.M 
RTE 




600000 


400000 


200000 


o l 


TIC: 7715Q6.D\data.m$ 

12.Nl 


r*- 

Time-> 2.00 


-T-r-pr-r 

4.00 




6.00fcOO 10;00 12.00 14;00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

12,741 

3235770 

100.00 

100.00 


771506,D Wed Jan 18 11:28:05 2012 


Page 1 


Folk_OIG__PRR 021419 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System6\02_12_ll\771506.D 

DJR 

12 Feb 2011 9:38 

TESTOSTERONE ENANTHATE STD 

6 

SCREEN.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# QuaI 


1 12.74 C:\Database\NIST08.L 


Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

96 


Abundance 

80 

60 
40 
20 
0 


Average of 12,634 to 13.085 min,: 771506.D\data.ms (-) 

124 


147 


43 


91 


57 


M 


105| 


I ! 228 

II 'i 185 1 

Mi'll 161 I 1QQ 213 1 253 271 288 o4c 358 400 

wUfiljii ,kfe. L 1 ! 9 , I I. iJi, Si . 3 1 6 329343 i 385 

M p n P i H V 'I’r V i i f rr f Vy r -Tr i p^r T '» l j , ' r r r- i [ i r ~>" > |V j i i i 1 V j i i n j ; i t qm q < r> r 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


Abundance 

80 

60 

40 

20 


1 $4 


#195843: Testosterone enanthate 


43 


91 


67 


Jib 


105 


m/z~> 


"m 


147 


228 


400 


185 

161 I _213 


U i 1 'Y' 199 fc r |J 245 


270 


288 


358 


rp 


315 341 ; 385 

T i l . ■- rr T " t ' j> . r TT "T y [ » rt f |V n 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400.. 


771506.D Wed Jan 18 11:28:05 2012 Page 2 


Folk_OIG_PRR_021420 
















Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System6\02_12JLl\771511.D 

DJR 

12 Feb 2011 12:29 

BLANK 
ASD 
1 

SCREEN.M 
RTE 


Abundance TIC: 77151I.DWata.ms 

6000 

4000 

2000 

Qj-pr-r-r i " < i i t "T~pr-7 T i > r n- q-i r t r ( i > r > ) v i r~~r i t i i t*~| r~~i j \ i | r i tt- 

Tiroe~-> 2.00 4J0 _6.OO_8.0O_. 101)0 12.00 14,00 1 6 . 0 0 18,00 20,00 22,00 24.00_ 26.00 28.00 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


771511.D 


Wed Jan 18 11:28:50 2012 


Page 1 


Folk_OIG_PRR_021421 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMe th 
Integrator 


F:\Ql~201l\System6\02_12 11\771512.D 
DJR 

12 Feb 2011 13:03 


ASD 

12 

SCREEN.M 
RTE 


Abundance TiC: 771512.D\data,ms 



Ret. Time 

Area 

Area % 

Ratio ; 

2,460 

662636 

3.28 

8.20 

5.833 

8078001 

40.02 

100.00 

6.207 

1935947 

9.59 

23.97 

6.509 

105856 

0.52 

1.31 

7.066 

1550424 

7.68 

19.19 

12.764 

7851396 

38.90 

97.19 


771512.D 


Wed Jan 18 11:28:54 2012 


Page 1 


Folk_OIG_PRR_021422 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2011\System6\02 12 

_11\771512.D 

Operator 

DJR 


Date Acquired 

12 Feb 2011 13:03 


Sample Name 
Submitted by 

ASD 


Vial Number 

12 


AequisitionMe th 

SCREEN,M 


Integrator 

RTE 


Search Libraries: C: \Database\SLI.L 

Minimum Quality; 80 


C:\Database\NXST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

1 2.46 C:\Database\NIST08.L 



Benzyl Alcohol 

000100-51-6 98 


Benzyl Alcohol 

000100-51-6 96 


Benzyl Alcohol 

000100-51-6 95 



771512.D Wed Jan 18 11:28:54 2012 Page 2 


Folk_OIG_PRR_021423 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-2011\System6\02_12_ll\771512.D 

Operator : DJR 

Date Acquired : 12Feb2011 13:03 

Sample Name : 

Submitted by : ASD 
Vial Number : 12 

AcquisitionMeth: SCREEN.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 5.83 C:\Database\NIST08.L 


Benzyl 

Benzoate 

000120-51-4 

97 

Benzyl 

Benzoate 

000120-51-4 

96 

Benzyl 

Benzoate 

000120-51-4 

93 



771512.D Wed Jan 18 11:28:55 2012 Page 3 


Folk_OIG_PRR 021424 













Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Ql-2011\System6\02 12_JL1\771512.D 
DJR 

12 Peb 2011 13:03 


ASD 
12 

SCREEN.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

6.21 

C:\Database\NIST08.L 
Benzoic acid, 2-hydroxy-, 
Benzoic acid, 2-hydroxy-, 
Benzoic acid, 2-hydroxy-, 

phenylmet 000118-58-1 91 
phenylmet 000118-58-1 91 
phenylmet 000118-58-1 90 


Abundance 

80 

60 

40^ 


Average of 6.165 to 6.379 min.; 771512.D\daia.ms (~) 
9‘1 


20 


65 

39 51 1 77 


m/z~> 


20 


*“ T ~nr 7 . 

40 


-rj-T' 

60 


'"1 I* t 
80 


107 1 ? 1 136 14 9 164 181 197207 


228 


~r 


■ i j 


100 120 


“ T ~ T T r 

140 


160 


180 


200 


*ry.i 

220 


240 


281 

T""i“T i i r“i. 1 j j 

_260 _ 280 


Abundance 

80 


#81137; Benzoic acid, 2-hydroxy-, phenylmethyl ester 

$ 


60 

40 


20 


m/z~> 


27 

r 'i i 


39 


65 


51 

r^ r y 1 


79 

^T“ 


60 80 


105 

.r r 

100 


121 

'"7 ' 1 » H » 
120 140 


165 184 

‘ r “ r T“ r ~*. f .qrr 

160 180 


228 

210 ] 

rr -f j , , ryrtrryT 

200 220 240 


TT T T ^ rT T r 

260 _280 


771512.D Wed Jan 18 11:28:55 2012 


Page 4 


Folk_OIG_PRR_021425 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\3ystem6\02_12_ll\771512.D 

DJR 

12 Feb 2011 13:03 


ASD 

12 

SCREEN.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMWJTOX2* L 

PR# RT Library/ID CAS# Qual 


4 6,51 C:\Database\NIST08.L 

Hexadecanoic acid, ethyl ester 000628-97-7 97 
Hexadecanoic acid; ethyl ester 000628-97-7 94 
Tetradecanoic acid, ethyl ester 000124-06-1 86 


Abundance Average of 8,491 to 8.586 min.: 771512.D\data.ros (-) 




771512.D Wed Jan 18 11:28:56 2012 


Page 5 


Folk_OIG_PRR_021426 















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql~201l\Systeoi6\02___12JLl\771512.D 

DJR 

12 Feb 2011 13:03 


ASD 
12 

SCREEN.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Datahase\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# RT Library/ID CAS# Qual 


5 7.07 C:\Database\NIST08.L 


Ethyl 

Oleate 

000111-62-6 

99 

Ethyl 

Oleate 

000111-62-6 

99 

Ethyl 

Oleate 

000111-62-6 

93 


Abundance 

80 

60 

40 

20 




5j5 


41 


69 


Average of 7,019 to 7.227 min.: 771512.D\data.ms (-) 


88 


>01 


123 


12 


137 


156 


186 


180 


222 


ml 


193 207 


264 


235246 


281 


310 


T 

m/2-> 20 40 60 80 100 120 140 160 180 200 220 


rtyTYr-rjTl 

240 260 


Ft j I myn 

280 300 



771512.D Wed Jan 18 11:28:56 2012 


Page 6 


Folk_OIG_PRR_021427 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q1-201l\System6\02_12_ll\771512,D 
DJR 

12 Feb 2011 13:03 


ASD 
12 

SCREEN.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


6 12.76 C:\Database\NIST08.L 


Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

98 




771512.D Wed Jan 18 11:28:57 2012 Page 7 


FolkJ3IG__PRR 021428 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System6\02_12_ll\771514.D 

DJR 

12 Feb 2011 14:12 

BLANK 
ASD 
1 

SCREEN.M 
RTE 


Abundance TIC: 771514.D\dala.ms 



0y-i.rnjrrrrn.r rr~prTrry t n ; f i v-;-r .,. , .rnrr-f t~t '.r j~r~r ? r jr t r-ryr-r t t~y n r-r-y r-r rr-y i m 

Tim© :: > 2.00 4.00 6,00 8,00 J0,00.. J2.O0J4.OO 16.00 18,00 20.00 22,00 241)0 26,00 28,00_ 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


771514.D 


Wed Jan 18 11:29:18 2012 


Page 1 


Folk_OIG_PRR_021429 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMe th 
Integrator 


F:\Ql-2Oll\System6\02_12_ll\771515.D 

DJR 

12 Feb 2011 14:46 


ASD 

IS 

SCREEN.M 
RTE 


Abundance TIC; 771515,D\data.ms 



Ret. Time 


Area Area % Ratio % 


2,477 

6,201 

12.711 


109730 8.45 15.57 
704912 54.31 100.00 
483375 37.24 68.57 


771515.D wed Jan 18 11:29:21 2012 


Page 1 


Folk_OIG_PRR_021430 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System6\02JL2JLl\771515.D 

DJR 

12 Feb 2011 14:46 


ASD 

15 

SCREEN * M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMN_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 2,48 C:\Database\NIST08,L 


Benzyl 

Alcohol 

000100-51-6 

94 

Benzyl 

Alcohol 

000100-51-6 

91 

Benzyl 

Alcohol 

000100-51-6 

90 



771515,D Wed Jan 18 11:29:21 2012 Page 2 


Folk_OIG_PRR 021431 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquieitionMe th 
Integrator 


F:\Ql-201l\System6\02 12JL1\771515.D 
DJR 

12 Feb 2011 14:46 


ASD 
15 

SCREEN.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: SO 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 6.20 C:\Database\NIST08.L 

Benzoic acid, 2-hydroxy-, phenylmet 000118-58-1 84 
Benzoic acid, 2-hydroxy-, phenylmet 000118-58-1 91 
Benzoic acid, 2-hydroxy-, phenylmet 000118-58-1 90 


Abundance 

80 

60 

40 

20 


Average of 6.163 to 6.385 min.: 771515.D\data.ms (-) 

All 


65 


31 


39 

Jl 


51 


m /z~> 


jTTTrfm Tp r'! " I *|» r f TT j't i ij-i T f ij l "f 

10 20 30 40 50 60 70 


77 


ijTTT 

80 


105 


121 


228 


129 139 151 164 182 197 207 


90 100 110 120^131^^ 150 160 170 180 190 200 210 220 230 


Abundance 


80 


60 

40 

20 


#81135: Benzole acid, 2-hydroxy-, phenylmethyi ester 

9(1 


39 


65 


18 28 


51 


ifm^ pTTTj "i T i*l* p 11 » fyrrq r 

m/z-> 10 20 30 40 50 60 


TT|Ti 

70 


77 


f T ‘r 

80 


228 


90 


107 1 ? 1 129137 150 164 181 197 209 


y ^ 1 ^^ Tro .- r T-|J T TT7*|~rrTTTT”rrr T r TrT' r ri T rjTi^T T rrrT|^TTT~|T^T TT i“r'TT T TT-r-rp' 

100 110 120 130 140 150 160 170 180 190 200 210 220 230 


771515.D wed Jan 18 11:29:22 2012 Page 3 


Folk_OIG_PRR_021432 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql-201l\System6\02_12JLl\771515.D 

Operator : DJR 

Date Acquired : 12Peb2011 14:46 

Sample Name : 

Submitted by : ASD 
Vial Number : 15 

AcquisitionMeth: SCREEN *M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Dat abase \PMW_JT0X2.L 

PK# RT Library/ID CAS# Qual 


3 12.71 C:\Database\NIST08 * L 

Testosterone enanthate 000315-37-7 86 

Testosterone enanthate 000315-37-7 83 

1,4-Esfcradien-3-one, 10-.epsilon.-1 1000151-30-9 60 


Abundance Average of 12.634 to 12.942 min.: 771615.D\data.ms (-) 

1|4 

80 « 147 



Abundance #195841: Testosterone enanthate 



771515.D Wed Jan 18 11:29:22 2012 Page 4 

Folk OIG PRR 021433 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System6\02_12_ll\771517.D 
DJR 

12 Feb 2011 15:54 

BLANK 
ASD 
1 

SCREEN,M 
RTE 



Ret * Time Area Area % Ratio % 


* **NO INTEGRATED PEAKS * * * 


771517,0 


Wed Jan 18 11:29:33 2012 


Page l 


Folk_OIG_PRR_021434 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Ql~2011\Sysfcem6\02_12_ll\771518.D 

DJR 

12 Feb 2011 16:28 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

18 

SCREEN.M 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


TIC: 771518.D\data.m$ 


12. 

Ml 

’? » > f 'r f i *.t H‘"5 i r ,-f=fT-rr- T .f■ 

i 

V_ 

HWfTffTfTffi V-rrri.i.it -t.r 'rrn. t •f’T’T'i - 1 fTT- 


Time~> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

12,741 

2550108 

100.00 

100,00 


771518.D 


Wed Jan 18 11:29:36 2012 


Page 1 


FolkJ3IG__PRR_021435 










Area Percent / Library Search Report 


Information from Data File; 


File Name 

F:\Ql-2011\System6\02 12 

_11\771518.D 

Operator 

DJR 


Date Acquired 

12 Feb 2011 16:28 


Sample Name 



Submitted by 

ASD 


Vial Number 

18 


AcquisifcionMeth 

SCREEN.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


1 12.74 C:\Database\NIST08.L 


Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

90 




771518.D Wed Jan 18 11:29:36 2012 Page 2 


Folk_OIG_PRR 021436 














Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Ql-2011\System6\02 12 11\771526.D 

Operator 

DJR 

Date Acquired 

12 Feb 2011 21:02 

Sample Name 
Submitted by 

BLANK 

Vial Number 

1 

AcquisitionMe th 

SCREEN 

Integrator 

RTE 


Abundance TIC; 771526.D\dafa.ms 



0 r~r . | )' i > i t t i t -t—| )■•■{—> j~r t ; r -|--r-r~ r t | - r r t i ; i < i < i'tt-i ■ f » r-r~rtf ' 1 ' {""* r ~ r ~ r [ 1 * r v 

Jime-> 2.00 4.00 6.00 8.00 10.0 0 12,0 0 14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00_ 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


771526.D Wed Jan 18 11:29:56 2012 Page 1 


Folk_OIG_PRR_021437 




Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql~201l\System6\02_12___ll\771527.D 

DJR 

12 Feb 2011 21:36 

TESTOSTERONE ENANTHATE STD 

6 

SCREEN.M 
RTE 


Abundance 

i 


TIC; 771527 bidata.ms 


12 . 




600000 

400000 

200000 


Vj-n »■>!’■» r? i [ t r 

> i J. i .r'lrrj i i i .i i" 

TrpTTTJTT 

i . 'i j lj i i rryT'T' 

Trf’H rryTTT-r 3 

2.00 4.00 6.00 

8.00 10.00 12.00 

14.00 16.00 

18.00 20.00 22.00 24.00 

26.00 28.00 

Ret. Time 

Area 

Area % 

Ratio % 


12.741 

3138699 

100.00 

100.00 



771527.D 


Wed Jan 18 11:30:04 2012 


Page 1 


Folk_OIG_PRR 021438 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql-201l\System6\02JL2JLl\771527.D 

DJR 

12 Feb 2011 21:36 

TESTOSTERONE ENANTHATE STD 

6 

SCREEN.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMWJT0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


12.74 C:\Database\NIST08.L 


Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

99 

Testosterone 

enanthate 

000315-37-7 

96 


Abundance 

80 

60 

40 

20 


Average of 12.634 to 13.090 min.: 771527.D\data,ms (-) 
124 


147 


43 


iJ 


91 


67 


4 U 


105! 




185 


228 


213 


199 


253 270 288 

III tl . 1 815 331 


358 400 

i 372386 I, 


| • Pt rr | }N i h nqn < «* < '} rr< I t rr r-ryrT-rrp 

m/z*-> 40 60 80 100 120 140 160 180 200 220 140 260 280 300 320 340 360 380 400 


Abundance 

80 

60 

40 

20 


124 


#195841: Testosterone enanthafe 


43 


V 105 


67 


147 


161 




185 


228 


199 

jk 


213 


255 


271 


288 


358 


400 


3 15329343 1 372386 t 


m /z~> 


TTTjiM-Y"r^ 'trtr y r b i "i IT f I T f t-y~rV7~i-j^f y i Y < Tt pTT > rj~TTT~q~i 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


771527.D Wed Jan 18 11:30:05 2012 Page 2 


Folk_OIG_PRR 021439 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201l\System6\02_12__ll\771574 .D 
DJR 

14 Feb 2011 00:23 

BLANK 

2 

WSCREEN.M 

RTF, 



Ret * Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


771574.D 


Wed Jan 18 11:30:53 2012 


Page 1 


Folk OIG PRR 021440 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator : 


Data File: 

F:\Ql~2011\System6\02_12_ll\771575,D 
DJR 

14 Feb 2011 00:58 

NANDROLONE DECANOATE STD 

75 

WSCREEN.M 

RTE 


Abundance 

TIC: 771575.0\cfata.ms 

1500000 

! 16. 

*28 

1000000 



500000 



0 ^ 

Wt rr i i ( r-r-r-r-f . rrt n i r j rTTTTTT.t. t rr'? 7 » f 

■rF'rrT i 1 t » \ M i » 1 ! i rnrrrnri 1 ; r r~( ) t t t t i " 


Tfme r > 2.00 4JDO 8.00_8.00 1 0.00 12.00 14.00 16 .00 18.00 20.0 0 22.0 0 24 .00 2 6 .00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

16.328 

11488240 

100.00 

100.00 


771575.D 


Wed Jan 18 11:30:56 2012 


Page 1 


Folk_OIG_PRR_021441 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Ql-2011\System6\02 12 ll\771575.D 

Operator 

DJR 

Date Acquired 

14 Feb 2011 00:58 

Sample Name 

NANDROLONE DECANOATE STD 

Submitted by 
Vial Number 

75 

AcquisitionMeth 

WSCREEN.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


1 16.33 C:\Database\NIST08.L 


Nandrolone 

decanoate 

000360-70-3 

99 

Nandrolone 

decanoate 

000360-70-3 

93 

Nandrolone 

decanoate 

000360-70-3 

87 


Abundance Average of 16.067 to 16.784 min.: 771575.D\data.ms (-) 



77157S.D Wed Jan 18 11:30:57 2012 Page 2 


Folk_OIG_PRR_021442 



























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql-2011\System6\02 12 JL1\771580 . D 
DJR 

14 Feb 2011 3:49 

BLANK 
ASD 
2 

WSCREEN.M 

RTE 


Abundance TIC: 771580.D\dafa.m$ 



OYr-T-rrxr-* i r j ; tt t”t i r F ' i T"T T 1 T i r - T t : | t ,- T - 7 -r T , j pT _ T ~r - T~y~i n— t~ I 1 i T ~ T ^ r ^- x ^p r -- r - l r pr-rrr- 

Tfme ~> 2,00 . 4.00 6.00 _8.00 1 0.00 12.00 14.00 16.0 0 18. 00 20,00 22.00 24.00 26. 00 2 8.00_ 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


771580.D 


Wed Jan 18 11:31:15 2012 


Page 1 


FolkJ3IG__PRR 021443 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-2011\System6\02_12_ll\771581.D 

DJR 

14 Feb 2011 4:23 



ASD 

81 

WSCREEN,M 
RTE 


Abundance 

1000000 

800000 

600000 

400000 

200000 


TIC: 771581,D\daia,ms 
16.^92 


0 V-*T“r 

Time~> 2.00 


T -ri-f-r-r 

4.00 6.00 8.00 10,00 


n. t - T -r-y-ry-r ir 

nm i4.oo 


r^Pr-r 


16.00 18.00 20.00 


T T T 

22.00 


24.00 26.00 28.00 


Ret, Time 

Area 

Area % 

Ratio % 

16.292 

7437597 

100.00 

100.00 


771581.D Wed Jan 18 11:31:19 2012 Page 1 


Folk OIG PRR 021444 










Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2011\System6\02 12 

ll\771581.D 

Operator 

DJR 


Date Acquired 

14 Feb 2011 4:23 


Sample Name 



Submitted by 

ASD 


Vial Number 

81 


AcquisitionMe th 

WSGREEN.M 


Integrator 

RTE 


Search Libraries: C;\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08 .h 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 16.29 C:\Database\NIST08.L 


Nandrolone 

decanoate 

000360-70-3 

99 

Nandrolone 

decanoate 

000360-70-3 

99 

Nandrolone 

decanoate 

000360-70-3 

81 


Abundance Average of 16.037 to 16.689 min.: 771581 .Dkfata.ms (-) 



Abundance #203254: Nandrolone decanoate 



771581.D Wed Jan 18 11:31:19 2012 Page 2 


Folk_OIG_PRR_021445 



















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F; \Q1 - 2011 \System6\02__l2_11\771583 . D 
DJR 

14 Feb 2011 5:31 

BLANK 

2 

NSCREEN.M 

RYE 


Abundance 

8GOO 



TIC: 771583.D\data.m$ 


j i t i rpTTTT]. t .f. 


-T-T-j-rnrn^r-pTTT^^ t i * i ] t i i H T - j-TH-nrr-j- 


Time-> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 


Area Area % Ratio 


***NO INTEGRATED PEAKS*** 


771583.D Wed Jan 18 11:31:32 2012 Page 1 


Folk OIG PRR 021446 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Ql-201l\System6\02_12_ll\771584,D 
DJR 

14 Feb 2011 6:05 

NANDROLONE DECANOATE STD 

75 

WSCREEN,M 
RTE 


Abundance TIC: 771584,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

16.327 

11433576 

100.00 

100.00 


771584 *D 


Wed Jan 18 11:31:35 2012 


Page 1 


Folk OIG PRR 021447 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

F:\Ql-201l\System6\02_12_ll\771584,D 
DJR 

14 Feb 2011 6:05 

NANDROLONE DECANOATE STD 

75 

WSCREEN.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality; 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 16.33 C:\Database\NIST08.L 


Nandrolone 

decanoate 

000360-70- 

-3 

99 

Nandrolone 

decanoate 

000360-70- 

-3 

99 

Nandrolone 

decanoate 

000360-70- 

-3 

95 



Abundance #203254: Nandrolone decanoate 



771584.D Wed Jan 18 11:31:36 2012 Page 2 


Folk OIG PRR 021448 


















